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Foreword 

This Technical Specification has been produced by the 3"* Generation Partnership Project (3GPP). 

The contents of the present document are subject to continuing work within the TSG and may change following formal 
TSG approval. Should the TSG modify the contents of the present document, it will be re-released by the TSG with an 
identifying change of release date and an increase in version number as follows: 

Version x.y.z 

where: 

X the first digit: 

1 presented to TSG for information; 

2 presented to TSG for approval; 

3 or greater indicates TSG approved document under change control. 

y the second digit is incremented for all changes of substance, i.e. technical enhancements, corrections, 
updates, etc. 

z the third digit is incremented when editorial only changes have been incorporated in the document. 
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1 Scope 

The present document specifies the measurement procedures for the conformance test of the user equipment (UE) that 
contain transmitting characteristics, receiving characteristics and performance requirements in FDD mode. 

2 References 

The following documents contain provisions which, through reference in this text, constitute provisions of the present 
document. 

• References are either specific (identified by date of publication, edition number, version number, etc.) or 
non-specific. 

• For a specific reference, subsequent revisions do not apply. 

• For a non-specific reference, the latest version apphes. In the case of a reference to a 3GPP document (including 
a GSM document), a non-specific reference implicitly refers to the latest version of that document in the same 
Release as the present document. 



[I] 3GPP TS 25.101 "UE Radio transmission and reception (FDD)". 

[2] 3GPP TS 25.133 "Requirements for Support of Radio Resource Management (FDD)". 

[3] 3GPP TS 34.108 "Common Test Environments for User Equipment (UE) Conformance Testing". 

[4] 3GPP TS 34.109 "Terminal logical test interface; Special conformance testing functions". 

[5] 3GPP TS 25.214 "Physical layer procedures (FDD)". 

[6] 3GPP TR 2 1 .905 "Vocabulary for 3GPP Specifications" . 

[7] 3GPP TR 25.990 "Vocabulary". 

[8] 3GPP TS 25.331: "Radio Resource Control (RRC); Protocol Specification". 
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3 Definitions, symbols, abbreviations and equations 

Definitions, symbols, abbreviations and equations used in the present document are listed in TR 21.905 [5] and 
TR 25.990 [6]. 

Terms are listed in alphabetical order in this clause. 



3.1 Definitions 

For the purpose of the present document, the following additional terms and definitions apply: 
Average power: [TBD] 



3.2 Symbols 

For the purposes of the present document, the following symbols apply: 

[. . .] Values included in square bracket must be considered for further studies, because it means that a 

decision about that value was not taken 



3.3 Abbreviations 



For the purpose of the present document, the following additional abbreviations apply: 



AFC 


Automatic Frequency Control 


ASD 


Acceleration Spectral Density 


ATT 


Attenuator 


BER 


Bit Error Ratio 


BLER 


Block Error Ratio 


BTFD 


Blind Transport Format Detection 


EVM 


Error Vector Magnitude 


FDR 


False transmit format Detection Ratio 


HYB 


Hybrid 


IM 


Intermodulation 


ITP 


Initial Transmission Power control mode 


OBW 


Occupied Bandwidth 


OCNS 


Orthogonal Channel Noise Simulator, a mechanism used to simulate the users or control signals on 




the other orthogonal channels of a downlink 


PAR 


Peak to Average Ratio 


P-CCPCH 


Primary Common Control Physical Channel 


P-CPICH 


Primary Common Pilot Channel 


PCDE 


Peak Code Domain Error 


RBW 


Resolution Bandwidth 


RRC 


Root-Raised Cosine 


S-CCPCH 


Secondary Common Control Physical Channel 


S-CPICH 


Secondary Common Pilot Channel 


SCH 


Synchronisation Channel consisting of Primary and Secondary synchronisation channels 


ss 


System Simulator 


TGCFN 


Transmission Gap Connection Frame Number 


TGD 


Transmission Gap Distance 


TGL 


Transmission Gap Length 


TGPL 


Transmission Gap Pattern Length 


TGPRC 


Transmission Gap Pattern Repetition Count 


TGSN 


Transmission Gap Starting Slot Number 
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3.4 Equations 



DPCH _E, 



DPCCH E 



DPDCH_E,. 



For the purpose of the present document, the following additional equations apply: 
CPICH E 

= — — The ratio of the received energy per PN chip of the CPICH to the total transmit power spectral 

density at the Node B (SS) antenna connector. 

The ratio of the transmit energy per PN chip of the DPCH to the total transmit power spectral 
density at the Node B (SS) antenna connector. 

The ratio of the transmit energy per PN chip of the DPCCH to the total transmit power spectral 
density at the Node B (SS) antenna connector. 

The ratio of the transmit energy per PN chip of the DPDCH to the total transmit power spectral 
density at the Node B (SS) antenna connector. 

Frequency of unwanted signal. This is specified in bracket in terms of an absolute frequency(s) or 
a frequency offset from the assigned channel frequency. 

Interference signal power level at Node B in dBm, which is broadcasted on BCH. 

The power spectral density of the adjacent frequency channel as measured at the UE antenna 
connector. 

The power spectral density of a band Umited white noise source (simulating interference from 
cells, which are not defined in a test procedure) as measured at the UE antenna connector. 

The received power spectral density of the down link as measured at the UE antenna connector. 
Unwanted signal power level. 
Average (note) energy per PN chip for P-CCPCH. 

The ratio of the received P-CCPCH energy per chip to the total received power spectral density at 
the UE antenna connector. 

The ratio of the average (note) transmit energy per PN chip for the P-CCPCH to the total transmit 
power spectral density. 

Average (note) energy per PN chip for P-CPICH. 
Average (note) energy per PN chip for PICH. 

The ratio of the received energy per PN chip of the PICH to the total transmit power spectral 
density at the Node B (SS) antenna connector. 
SCH_E^ Average (note) energy per PN chip for SCH. 

S-CPICH_E,. Average (note) energy per PN chip for S-CPICH. 

NOTE; Averaging period for energy/power of discontinuously transmitted channels should be defined. 



iNode^B 

lor 
^ouw 

P-CCPCH Er 



P-CCPCH^ 

In 



P-CCPCH _E, 



P-CPICH Er 



PICH Er 



PICH E,. 
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4 Frequency bands and channel arrangement 

4.1 General 

The information presented in this clause is based on a chip rate of 3,84 Mcps. 
NOTE: Other chip rates may be considered in future releases. 

4.2 Frequency bands 

UTRA/FDD is designed to operate in either of the following paired bands: 

(a) 1 920 MHz to 1 980 MHz: Up-hnk (Mobile transmit, base receive); 

2 110 MHz to 2 170 MHz: Down-link (Base transmit, mobile receive); 

(b) * 1 850 MHz to 1 910 MHz: Up-Hnk (Mobile transmit, base receive); 

1 930 MHz to 1 990 MHz: Down-hnk (Base transmit, mobile receive). 
* Used in Region 2. 

Additional allocations in ITU region 2 are FFS. 
Deployment in other frequency bands is not precluded. 

4.3 TX-RX frequency separation 

a) UTRA/FDD is designed to operate with the following TX-RX frequency separation. 



Frequency Band 


TX-RX frequency separation 


For operation in frequency band as 
defined in clause 4.2 (a) 


190 MHz 


For operation in frequency band as 
defined in clause 4.2 (b) 


80 MHz 



b) UTRA/FDD can support both fixed and variable transmit to receive frequency separation. 

c) The use of other transmit to receive frequency separations in existing or other frequency bands shall not be 
precluded. 

4.4 Channel arrangement 

4.4.1 Channel spacing 

The nominal channel spacing is 5 MHz, but this can be adjusted to optimise performance in a particular deployment 
scenario. 

4.4.2 Channel raster 

The channel raster is 200 kHz, which means that the centre frequency must be an integer multiple of 200 kHz. 
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4.4.3 Channel number 

The carrier frequency is designated by the UTRA Absolute Radio Frequency Channel Number (UARFCN). The values 
of the UARFCN are as follows. 



Table 4.1 : UARFCN definition 



Uplink 


Nu = 5 * Fuplink 


0,0 MHz < Fuplink < 3 276,6 MHz 

where Fuplink is the uplink frequency in MHz 


Downlink 


Nd = 5 * Fdownlink 


0,0 MHz < Fdownlink ^ 3 276,6 MHz 

where Fdownlink is the downlink frequency in MHz 



4.4.4 UARFCN 

The following UARFCN range shall be be suppoted for each paired band. 



Table 4.2: UTRA Absolute Radio Frequency Channel Number 



Frequency Band 


Uplink 
UE transmit, Node B 
receive 


Downlinl< 
UE receive, Node B 
transmit 


For operation in frequency band as 
defined in clause 4.2 (a) 


9 612 to 9 888 


10 562 to 10 838 


For operation in frequency band as 
defined in clause 4.2 (b) 


9 262 to 9 538 


9 662 to 9 938 



5 Transmitter Characteristics 
5.1 General 

Transmitting performance test of the UE is implemented during communicating with the SS via air interface. The 
procedure is using normal call protocol until the UE is communicating on traffic channel basically. On the traffic 
channel, the UE provides special function for testing that is called Logical Test Interface and the UE is tested using this 
function. (Refer to TS 34.109 [4]). 

Transmitting or receiving bit/symbol rate for test channel is shown in table 5.1. 



Table 5.1 : Bit / Symbol rate for Test Channel 



Type of User 
Information 


User bit rate 


DL DPCH 
symbol rate 


UL DPCH 
bit rate 


Remarks 


12,2 kbps 
reference 
measurement 
channel 


12,2 kbps 


30 ksps 


60 kbps 


Standard Test 



Unless detailed the transmitter characteristic are specified at the antenna connector of the UE. For UE with integral 
anteima only, a reference antenna with a gain of dBi is assumed. Transmitter characteristics for UE(s) with multiple 
anteimas/anteima coimectors are FFS. 

The UE antenna performance has a significant impact on system performance, and minimum requirements on the 
antenna efficiency are therefore intended to be included in future versions of the present document. It is recognised that 
different requirements and test methods are Ukely to be required for the different types of UE. 

AU the parameters in clause 5 are defined using the UL reference measurement channel (12,2 kbps) specified in clause 
C.2.1 and unless stated otherwise, with the UL power control ON. 
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The common RF test conditions of Tx Characteristics are defined in clause E.3. 1, and each test conditions in this clause 
(clause 5) should refer clause E.3.1. Individual test conditions are defined in the paragraph of each test. 

5.2 Maximum Output Power 

5.2.1 Definition and applicability 

The maximum output power and its tolerance are defined according to the Power Class of the UE. 

The maximum output power refers to the measure power when averaged over the transmit slot at the maximum power 
control setting. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

5.2.2 IVIinimum Requirements 

The UE maximum output power shall be within the shown value in table 5.2.1 even for the multi-code transmission 
mode. 

Table 5.2.1 : Maximum Output Power 



Power Class 


Maximum output power 


Tolerance 


1 


+33 dBm 


+1/-3dB 


2 


+27 dBm 


+1/-3dB 


3 


+24 dBm 


+1/-3dB 


4 


+21 dBm 


±2dB 



The normative reference for this requirement is TS 25.101 [1] clause 6.2.1. 

5.2.3 Test purpose 

To verify that the error of the UE maximum output power does not exceed the prescribed tolerance in table 5.2. 1. 

An excess maximum output power has the possibility to interfere to other channels or other systems. A small maximum 
output power decreases the coverage area. 

5.2.4 IVIethod of test 

5.2.4.1 Initial conditions 

Test environment: normal, TLA^L, TL/VH, THA^L, TH/VH; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: low range, mid range, high range; see clause G.2.4. 

1) Connect the SS to the UE antenna connector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

5.2.4.2 Procedure 

1) Set and send continuously Up power control commands to the UE. 

2) Measure the output power of the UE by Tester. The output power shall be averaged over the transmit one 
timeslot. 
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5.2.5 Test requirements 

The error of measured output power, derived in step 2), shall not exceed the prescribed tolerance in table 5.2.2. 



Table 5.2.2: Maximum Output Power 



Power Class 


Maximum output power 


Tolerance 


1 


+33 dBm 


+1 ,7/-3,7 dB 


2 


+27 dBm 


+1,7/-3,7dB 


3 


+24 dBm 


+17/-37dB 


4 


+21 dBm 


±2,7 dB 



NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

5.3 Frequency Error 

5.3.1 Definition and applicability 

The frequency error is the difference between the RF modulated carrier frequency transmitted from the UE with AFC 
ON and assigned frequency. The UE transmitter tracks to the RF carrier frequency received from the Node B. These 
signals will have an apparent error due to Node B frequency error and Doppler shift. In the later case, signals from the 
Node B must be averaged over sufficient time that errors due to noise or interference are allowed for within the above 
+0,1 ppm figure. 

The UE shall use the same frequency source for both RF frequency generation and the chip clock. 
The requirements and this test apply to all types of UTRA for the FDD UE. 

5.3.2 IVIinimum Requirements 

The UE modulated carrier frequency shall be accurate to within ±0,1 ppm compared to the carrier frequency received 
from the Node B. 

The normative reference for this requirement is TS 25.101 [1] clause 6.3. 

5.3.3 Test purpose 

To verify that the UE carrier frequency error does not exceed ±0,1 ppm. 

An excess error of the carrier frequency increases the transmission errors in the up hnk own channel. 
This test verifies the ability of receiver to derive correct frequency information for transmitter. 

5.3.4 IVIethod of test 

5.3.4.1 Initial conditions 

Test environment: normal, TLA^L, TL/VH, TIWL, TH/VH, vibration; see clauses G.2.1, G.2.2 and G.2.3. 

Frequencies to be tested: low range, mid range, high range; see clause G.2.4. 

1) Connect the SS to the UE antenna connector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure, and RF parameters (DPCH_Ec and lor) are set up 
according to table 5.3. The relative power level of other downlink physical chaimels to the DPCH_Ec are set up 
according to clause E.3.1. 
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3) Enter the UE into loopback test mode and start the loopback test. 
See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 



Table 5.3: Test parameters for Frequency Error 



Parameter 


Level / Status 


Unit 


DPCH Ec 


-117 


dBm/3,84 MHz 


lor 


-106,7 


dBm/3,84 MHz 



5.3.4.2 Procedure 

1) Set and send continuously Up power control commands to the UE until the UE output power shall be maximum 
level. 

2) Measure the frequency error delta f, at the UE antenna connector by Tester using Global In-Channel-Tx-test 
(annex B). Since counter method leads an incorrect result, EVM method shall be used. 

5.3.5 Test Requirements 

For all measured bursts, the frequency error, derived in step 2), shall not exceed ±(0,1 ppm + 10 Hz). 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

5.4 Output Power Dynamics in tine Uplink 

Power control is used to limit the interference level. 

5.4.1 Open Loop Power Control in the Uplink 

5.4.1 .1 Definition and applicability 

Open loop power control in the uplink is the ability of the UE transmitter to set its output power to a specific value. This 
function is used for PRACH transmission and based on the information from Node B using BCCH and the downlink 
received signal power level of the CPICH. The information from Node B includes transmission power of CPICH and 
uplink interference power level. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

5.4.1.2 Minimum requirements 

The UE open loop power is defined as the average power in a timeslot or ON power duration, whichever is available, 
and they are measured with a filter that has a Root-Raised Cosine (RRC) filter response with a roll off a = 0,22 and a 
bandwidth equal to the chip rate. 

The UE open loop power control tolerance is given in table 5.4.1.1. 



Table 5.4.1.1 : Open loop power control tolerance 



Normal conditions 


±9dB 


Extreme conditions 


±12 dB 



The reference for this requirement is TS 25.101 [1] clause 6.4.1. 



ETSI 



3GPP TS 34.121 version 3.6.0 Release 1999 21 ETSI TS 134 121 V3.6.0 (2001-09) 

5.4.1.3 Test purpose 

The power of the received signal and the BCCH information control the power of the transmitted signal with the target 
to transmit at lowest power acceptable for proper communication. 

The test stresses the abihty of the receiver to measure the received power correctly over the receiver dynamic range. 

The test purpose is to verify that the UE open loop power control tolerance does not exceed the described value shown 
in table 5.4.1.1. 

An excess error of the open loop power control decreases the system capacity. 

5.4.1.4 Method of test 
5.4.1 .4.1 Initial conditions 

Test environment: normal, TLA^L, TI7VH, THA^L, THA^H; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: low range, mid range, high range; see clause G.2.4. 

1) Connect the SS to the UE antenna connector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure, and lor is set up according to table 5.4.1.2. The 
relative power level of downlink physical channels to lor are set up according to clause E.2.1. The RACH 
procedure within the call setup is used for the test. 

See TS 34.108 [3] for details regarding generic call setup procedure. 



Table 5.4.1.2: Test parameters for Open Loop Power Control (UE) 



Parameter 


Level / Status 


Unit 


lor 


See table 5.4.1.3 


dBm/3,84 MHz 



Table 5.4.1.3: Test parameters for Open Loop Power Control (SS) 



Parameter 


RX Upper dynamic end 


RX-middie 


RX-Sensitivity ievei 


lor (note 3) 


-25,0 dBm/ 3,84 MHz 


-65,7 dBm/ 3,84 MHz 


-106,7 dBm/ 3,84 MHz 


CPICH_RSCP (notes 3 and 4) 


-28,3 dBm 


-69 dBm 


-110 dBm 


Primary CPICH DL TX power 


+19 dBm 


+28 dBm 


+19 dBm 


Simulated path loss = Primary 
CPICH DL TX power - 

CPICH_RSCP 


+47,3 dB 


+97 dB 


+129 dB 


UL interference 


-75 dBm 


-101 dBm 


-110 dBm 


Constant Value 


-10 dB 


-lOdB 


-lOdB 


Expected nominal UE TX 
power (note 5) 


-37,7 dBm 


-14 dBm 


+9 dBm (note 2) 


NOTE 1 : While the 88 transmit power shall cover the receiver input dynamic range, the logical parameters: Primary 

CPICH DL TX power, UL interference. Constant Value are chosen to achieve a UE TX power, located within 

the TX output power dynamic range of a class 4 UE. 
NOTE 2: Nominal TX output power 9 dBm allows to check the open loop power algorithm within the entire tolerance 

range (9 dBm ± 12 dB; 9 dBm + 12 dB = 21 dBm = max power class 4). 
NOTE 3: The power level of S-CCPCH should be defined because 8-CCPCH is transmitted during Preamble RACH 

transmission period. The power level of S-CCPCH is temporarily set to -10,3 dB relative to lor- However, it 

is necessary to check whether the above S-CCPCH level is enough to establish a connection with the 

reference measurement channels. 
NOTE 4: The purpose of this parameter is to calculate the Expected nominal UE TX power. 
NOTE 5: The Expected nominal UE TX power is calculated by using the equation in the clause 8.5.9 Open Loop 

Power Control of TS 25.331 [8]. 
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5.4.1.4.2 Procedure 

1) Set the TX output level of the SS to obtain Igr at the UE antenna connector. Igr shall be according to table 5.4.1.3 
(-25 dBm/ 3,84 MHz). 

2) Measure the first RACH preamble output power of the UE according to annex B. 

3) Repeat the above measurement for all SS levels in table 5.4.1.3. 

5.4.1 .5 Test requirements 

The deviation with respect to the Expected nominal UE TX power (table 5.4.1.3), derived in step 2), shall not exceed 
the prescribed tolerance in table 5.4.1.1. 

5.4.2 Inner Loop Power Control in the Uplink 

5.4.2.1 Definition and applicability 

Inner loop power control in the uplink is the ability of the UE transmitter to adjust its output power in accordance with 
one or more TPC commands received in the downlink. 

The power control step is the change in the UE transmitter output power in response to a single TPC command, 
TPC_cmd, derived at the UE. 

This clause does not cover all the requirements of compressed mode or soft handover. 
The requirements and this test apply to all types of UTRA for the FDD UE. 

5.4.2.2 Minimum requirements 

The UE transmitter shall have the capability of changing the output power with a step size of 1 dB, 2 dB and 3 dB 
according to the value of A^pc or Arp.xpc, in the slot inmiediately after the TPC_cmd can be derived. 

a) The transmitter output power step due to inner loop power control shall be within the range shown in 
table 5.4.2.1. 

b) The transmitter average output power step due to inner loop power control shall be within the range shown in 
table 5.4.2.2. Here a TPC_cmd group is a set of TPC_cmd values derived from a corresponding sequence of TPC 
conomands of the same duration. 

The inner loop power step is defined as the relative power difference between the average power of the original 
(reference) timeslot and the average power of the target timeslot, not including the transient duration. The transient 
duration is from 25)a,s before the slot boundary to 25)is after the slot boundary. The power is measured with a filter that 
has a Root-Raised Cosine (RRC) filter response with a roll off a = 0,22 and a bandwidth equal to the chip rate. 



Table 5.4.2.1 : Transmitter power control tolerance 



TPC cmd 


Transmitter power control range (ali units are in dB) 




1 dB step size 


2 dB step size 


3 dB step size 




Lower 


Upper 


Lower 


Upper 


Lower 


Upper 


+1 


+0,5 


+1,5 


+1 


+3 


+1,5 


+4,5 





-0,5 


+0,5 


-0,5 


+0,5 


-0,5 


+0,5 


-1 


-0,5 


-1,5 


-1 


-3 


-1,5 


-4,5 
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Table 5.4.2.2: Transmitter average power control tolerance 





Transmitter power control range after 10 equal 
TPC_cmd group 
(all units are in dB) 


Transmitter power 
control range after 7 
equal TPC_cmd 












groups 
(all units are in dB) 




1 dB step size 


2 dB step size 


3 dB step size 




Lower 


Upper 


Lower 


Upper 


Lower 


Upper 


+1 


+8 


+12 


+16 


+24 


+16 


+26 





-1 


+1 


-1 


+1 


-1 


+1 


-1 


-8 


-12 


-16 


-24 


-16 


-26 


0,0,0,0,+1 


+6 


+14 


N/A 


N/A 


N/A 


N/A 


0,0,0,0,-1 


-6 


-14 


N/A 


N/A 


N/A 


N/A 



The UE shall meet the above requirements for inner loop power control over the power range bounded by the Minimum 
output power as defined in clause 5.4.3.2, and the Maximum output power supported by the UE (i.e. the actual power as 
would be measured assunning no measurement error). This power shall be in the range specified for the power class of 
the UE in clause 5.2.2. 

NOTE; 3 dB inner loop power control steps are only used in compressed mode. 

The reference for this requirement is TS 25.101 [1] clause 6.4.2.1.1. 

The requirements for the derivation of TPC_cmd are detailed in TS 25.214 [5] clauses 5.1.2.2.2 and 5.1.2.2.3. 

5.4.2.3 Test purpose 

- To verify that the UE inner loop power control size and response is meet to the described value shown in 
clause 5.4.2.2. 

- To verify that TPC_cmd is correctly derived from received TPC commands. 

An excess error of the inner loop power control decreases the system capacity. 

The UE shall be tested for the requirements for inner loop power control over the power range bounded by the Min 
power threshold for test and the Max power threshold for test. 

The Min power threshold for test is defined as the Minimum Output Power Test Requirement (clause 5.4.3.5). 

The Max power threshold for test is defined as the Measured Maximum output power of the UE in the relevant Step of 
the test (using the same method as in clause 5.2.4.2 step 2) minus the Test Tolerance specified for test 5.2 Maximum 
Output Power in table F.2.1. 

For the final power step adjacent to the Min or Max power threshold for test, the lower step size requirement does not 
apply. 

5.4.2.4 Method of test 

5.4.2.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 

Frequencies to be tested: mid range; see clause G.2.4. 

1) Connect the SS to the UE antenna connector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure. The Uplink DPCH Power Control Info shall 
specify the Power Control Algorithm as algorithm 2 for interpreting TPC commands. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 
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5.4.2.4.2 Procedure 




Figure 5.4.2.4 Inner Loop Power Controi Test Steps 

1) Before proceeding with paragraph (2) (Step A) below, set the output power of the UE, measured at the UE 
antenna connector, to be in the range -10 + 9 dBm. This may be achieved by setting the downlink signal (Iqj) to 
yield an appropriate open loop output power and/or by generating suitable downlink TPC commands from the 
SS. 

2) Step A: Transmit a sequence of at least 30 and no more than 60 TPC commands, which shall commence at a 
frame boundary and last for a whole number of frames, and which shall contain: 

- no sets of 5 consecutive "0" or "1" commands which commence in the 1^^ 6*'^ or 11*'^ slots of a frame; 

- at least one set of 5 consecutive "0" commands which does not commence in the 1'^', 6'^^ or 1 1''^ slots of a 
frame; 

- at least one set of 5 consecutive " 1 " commands which does not commence in the 1 6^^ or 11* slots of a 
frame. 

The following is an example of a suitable sequence of TPC commands: 
100000101010101111101000001010101011111010000010101010111110 

3) Step B: Transmit a sequence of 50 TPC commands with the value 1. 

4) Step C: Transmit a sequence of 50 TPC commands with the value 0. 

5) Step D: Reconfigure the uplink chaimel to set the Power Control Algorithm to algorithm 1, and the TPC step size 
to 1 dB. When the reconfiguration is complete, transmit a sequence of TPC commands with the value 1 until the 
UE output power is above the maximum power threshold. 

6) Step E: Transmit a sequence of 150 (note) TPC commands with the value 0. 

7) Step F: Transmit a sequence of 150 (note) TPC commands with the value 1. 

8) Step G: Reconfigure the uplink channel to set the TPC step size to 2 dB (with the Power Control Algorithm 
remaining as algorithm 1). When the reconfiguration is complete, transmit a sequence of TPC commands with 
the value 1 until the UE output power is above the maximum power threshold. Transmit a sequence of 75 (note) 
TPC commands with the value 0. 

9) Step H: Transmit a sequence of 75 (note) TPC commands with the value 1 . 

10) During steps A to H the mean output power of every slot shall be measured, with the following exceptions: 
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In steps D and F, measurement of the output power is not required in slots after the 10 slot after the mean 
output power has exceeded the maximum power threshold; 

In steps E and G, measurement of the output power is not required in slots after the 10*^ slot after the mean 
output power has fallen below the minimum power threshold. 

The transient periods of 25 |is before each slot boundary and 25 |AS after each slot boundary shall not be included 

in the power measurements. 

NOTE: These numbers of TPC commands are given as examples. The actual number of TPC commands 

transmitted in these steps shall be at least 10 more than the number required to ensure that the UE reaches 
the relevant maximum or minimum power threshold in each step, as shown in figure 5.4.2.4. 

5.4.2.5 Test requirements 

a) During Step A, the difference in mean output power between adjacent slots shall be within the prescribed range 
for a TPC_cmd of 0, as given in table 5.4.2.1. 

b) During Step A, the change in mean output power over 10 consecutive slots shall be within the prescribed range 
for a TPC_cmd group of 0, as given in table 5.4.2.2. 

c) During Step B, the difference in mean output power between adjacent slots shall be within the prescribed range 

given in table 5.4.2.1, given that every 5* TPC_cmd should have the value +1, with a step size of 1 dB, and all 
other TPC_cmd should have the value 0. 

d) During Step B, the change in mean output power over 50 consecutive slots shall be within the prescribed range 
for a TPC_cmd group of { 0,0,0,0,+ 1 ), as given in table 5.4.2.2. 

e) During Step C, the difference in mean output power between adjacent slots shall be within the prescribed range 

given in table 5.4.2.1, given that every 5*^ TPC_cmd should have the value -1, with a step size of 1 dB, and all 
other TPC_cmd should have the value 0. 

f) During Step C, the change in mean output power over 50 consecutive slots shall be within the prescribed range 
for a TPC_cmd group of {0,0,0,0,-1}, as given in table 5.4.2.2. 

g) During Step E, the difference in mean output power between adjacent slots shall be within the prescribed range 
given in table 5.4.2.1 for a TPC_cmd of -1 and step size of 1 dB. This applies when the original (reference) 
timeslot power and the target timeslot power are between the Min power threshold for test and the Max power 
threshold for test derived from the Measured Maximum output power in Step D. For the power step adjacent to 
the Min or Max power threshold for test, the lower step size requirement does not apply. 

h) During Step E, the change in mean output power over 10 consecutive slots shall be within the prescribed range 
for a TPC_cmd group of -1, and step size of 1 dB as given in table 5.4.2.2. This applies when the original 
(reference) timeslot power and the target timeslot power are between the Min power threshold for test and the 
Max power threshold for test derived from the Measured Maximum output power in Step D. The power step 
adjacent to the Min or Max power threshold for test should not be part of the 10 consecutive slots tested. 

i) During Step F, the difference in mean output power between adjacent slots shall be within the prescribed range 
given in table 5.4.2.1 for a TPC_cmd of + 1 and step size of 1 dB. This applies when the original (reference) 
timeslot power and the target timeslot power are between the Min power threshold for test and the Max power 
threshold for test derived from the Measured Maximum output power in Step F. For the power step adjacent to 
the Min or Max power threshold for test, the lower step size requirement does not apply. 

j) During Step F, the change in mean output power over 10 consecutive slots shall be within the prescribed range 
for a TPC_cmd group of +1, and step size of 1 dB as given in table 5.4.2.2. This applies when the original 
(reference) timeslot power and the target timeslot power are between the Min power threshold for test and the 
Max power threshold for test derived from the Measured Maximum output power in Step F. The power step 
adjacent to the Min or Max power threshold for test should not be part of the 10 consecutive slots tested. 
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k) During Step G, the difference in mean output power between adjacent slots shall be within the prescribed range 
given in table 5.4.2.1 for a TPC_cmd of -1 and step size of 2 dB. This applies when the original (reference) 
timeslot power and the target timeslot power are between the Min power threshold for test and the Max power 
threshold for test derived from the Measured Maximum output power in Step F. For the power step adjacent to 
the Min or Max power threshold for test, the lower step size requirement does not apply. 

1) During Step G, the change in mean output power over 10 consecutive slots shall be within the prescribed range 
for a TPC_cmd group of -1, and step size of 2 dB as given in table 5.4.2.2. This applies when the original 
(reference) timeslot power and the target timeslot power are between the Min power threshold for test and the 
Max power threshold for test derived from the Measured Maximum output power in Step F. The power step 
adjacent to the Min or Max power threshold for test should not be part of the 10 consecutive slots. 

m) During Step H, the difference in mean output power between adjacent slots shall be within the prescribed range 
given in table 5.4.2.1 for a TPC_cmd of + 1 and step size of 2 dB. This applies when the original (reference) 
timeslot power and the target timeslot power are between the Min power threshold for test and the Max power 
threshold for test derived from the Measured Maximum output power in Step H. For the power step adjacent to 
the Min or Max power threshold for test, the lower step size requirement does not apply. 

n) During Step H, the change in mean output power over 10 consecutive slots shall be within the prescribed range 
for a TPC_cmd group of +1, and step size of 2 dB as given in table 5.4.2.2. This applies when the original 
(reference) timeslot power and the target timeslot power are between the Min power threshold for test and the 
Max power threshold for test derived from the Measured Maximum output power in Step H. The power step 
adjacent to the Min or Max power threshold for test should not be part of the 10 consecutive slots tested. 

5.4.3 Minimum Output Power 

5.4.3.1 Definition and applicability 

The minimum controlled output power of the UE is when the power control setting is set to a minimum value. This is 
when both the inner loop and open loop power control indicate a minimum transmit output power is required. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

5.4.3.2 Minimum Requirements 

The minimum transmit power is defined as an averaged power in a time slot measured with a filter that has a Root- 
Raised Cosine (RRC) filter response with a roll off a = 0,22 and a bandwidth equal to the chip rate. The minimum 
transmit power shall be better than -50 dBm. 

The normative reference for this requirement is TS 25.101 [1] clause 6.4.3.1. 

5.4.3.3 Test purpose 

To verify that the UE minimum transmit power is below -50 dBm. 

An excess minimum output power increases the interference to other channels, and decreases the system capacity. 

5.4.3.4 Method of test 
5.4.3.4.1 Initial conditions 

Test environment: normal, TLA^L, TLA^H, THA^L, THA^H; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: low range, mid range, high range; see clause G.2.4. 

1) Connect the SS to the UE antenna connector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 
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5.4.3.4.2 Procedure 

1) Set and send continuously Down power control commands to the UE. 

2) Measure the output power of the UE by Tester. 

5.4.3.5 Test requirements 

The measured output power, derived in step 2), shall be below -49 dBm. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

5.4.4 Out-of-synchronisation handling of output power 

5.4.4.1 Definition and applicability 

The UE shall monitor the DPCCH quality in order to detect a loss of the signal on Layer 1, as specified in 
TS 25.214 [5]. The thresholds Qout ^^d Qin specify at what DPCCH quahty levels the UE shall shut its power off and 
when it shall turn its power on respectively. The thresholds are not defined explicitly, but are defined by the conditions 
under which the UE shall shut its transmitter off and turn it on, as stated in this clause. 

5.4.4.2 Minimum Requirements 

The parameters in table 5.4.4.1 are defined using the DL reference measurement channel (12,2 kbps) specified in 
clause C.3.1 and with static propagation conditions. 



Table 5.4.4.1 : DCH parameters for test of Out-of-synch handling 



Parameter 


Value 


Unit 




-1 


dB 


^oc 


-60 


dBm/ 3,84 MHz 


DPDCH_E^ 

lor 


See Figure 5.4.4.1 : Before point A -16,6 
After point A Not defined^' 


dB 


DPCCH _E^ 


See table 5.4.4.2 


dB 


Information Data Rate 


12,2 


kbps 


TFCI 


on 






Table 5.4.4.2: 


Minimum Requirements for DPCCH Ec/lor levels 






Clause from figure 5.4.4.1 


DPCCH_Ec/lor 


Unit 






Before A 


-16,6 


dB 






Ate B 


-22,0 


dB 






Bto D 


-28,0 


dB 






Dto E 


-24,0 


dB 






After E 


-18,0 


dB 





The conditions for when the UE shall shut its transmitter off and when it shall turn it on are defined by the parameters in 
table 5.4.4.1 and table 5.4.4.2. 
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DPCCH_Ec/Ior [dB] 
-16.6 




Time [s] 



j Tpff j 5 I 

B C D 

UE shuts power off 



E 



F 



UE turns power on 



Figure 5.4.4.1 : Conditions for out-of-synch handling in the UE. 
The indicated thresholds Qout andQjn are only informative. 

The requirements for the UE are that: 

1 . The UE shall not shut its transmitter off before point B. 

2. The UE shall shut its transmitter off before point C, which is Toff = 200 ms after point B. 

3. The UE shall not turn its transmitter on between points C and E. 

4. The UE shall turn its transmitter on before point F, which is Ton = 200 ms after point E. 
The normative reference for this requirement is TS 25.101 [1] clause 6.4.4.1. 

5.4.4.3 Test purpose 

To verify that the UE monitors the DPCCH quahty and turns its transmitter on or off according to DPCCH level 
diagram specified in figure 5.4.4.1. 

NOTE: DPDCH_Ec/Ior after point A is not defined in table 5.4.4. 1 . However it is assumed that DPDCH and 

DPCCH power level are same on DL 12,2 kbps reference measurement channel for testing. (POl, P02, 
and P03 are zero.) 



5.4.4.4 



Method of test 



5.4.4.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Connect the SS to the UE antenna connector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure, and DCH parameters are set up according to 
table 5.4.4.1 with DPCCH_Ec/lor ratio level at -16,6 dB. The other RF parameters are set up according to clause 
E.3.3. 
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3) Enter the UE into loopback test mode and start the loopback test. 
See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

5.4.4.4.2 Procedure 

1) The SS sends continuously Up power control commands to the UE until the UE transmitter power reach 
maximum level. 

2) The SS controls the DPCCH_Ec/Ior ratio level according to clause 'A to B' as defined in table 5.4.4.3. The SS 
monitors the UE transmitted power for 5 seconds and verifies that the UE transmitter is not switched off during 
this time. 



3) The SS controls the DPCCH_Ec/lor ratio level according to clause 'B to D' as defined in table 5.4.4.3. The SS 

waits 200 ms and then verifies that the UE transmitter has been switched off 



4) The SS monitors the UE transmitted power for 5 seconds and verifies that the UE transmitter is not switched on 
during this time. 

5) The SS controls the DPCCH_Ec/Ior ratio level according to clause 'E to F' as defined in table 5.4.4.3. The SS 
monitors the UE transmitted power for 5 s and verifies that the UE transmitter is not switched on during this 
time. 

6) The SS controls the DPCCH_Ec/Ior ratio level according to clause 'After F' as defined in table 5.4.4.3. The SS 
waits 200 ms and then verifies that the UE transmitter has been switched on. 

5.4.4.5 Test requirements 



Table 5.4.4.3: Test Requirements for DPCCH_Ec/lor levels 



Clause from figure 5.4.4.1 


DPCCH_Ec/lor 


Unit 


Before A 


-16,6 


dB 


Ato B 


-[21,7] 


dB 


Bto D 


-[28,3] 


dB 


Dto E 


-[24,3] 


dB 


After E 


-[17,7] 


dB 



To pass the test, steps 1 through 6 of the procedure in clause 5.4.4.4.2 must be fulfilled. 

The UE transmitter off criterion and its tolerances is defined in clause 5.5.1 (Transmit off power). 

The UE transmitter on criterion and its tolerances is defined in clause 5.4.3 (Minimum Output Power). The UE 
transmitter is considered to be on if the UE transmitted power is higher than minimum output power. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance appUed 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Test Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

5.5 Transmit ON/OFF Power 



5.5.1 Transmit OFF Power 



5.5.1 .1 Definition and applicability 

The transmit OFF power state is when the UE does not transmit except during uplink compressed mode. This parameter 
is defined as the maximum output transmit power within the channel bandwidth when the transmitter is OFF. 

The requirements and this test apply to all types of UTRA for the FDD UE. 
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5.5.1.2 Minimum Requirements 

The transmit OFF power is defined as an averaged power at least in a timeslot duration, excluding any transient periods, 
measured with a filter that has a Root-Raised Cosine (RRC) filter response with a roll off a = 0,22 and a bandwidth 
equal to the chip rate. The requirement for the transmit OFF power shall be better than -56 dBm. 

The normative reference for this requirement is TS 25.101 [1] clause 6.5.1.1. 

5.5.1.3 Test purpose 

To verify that the UE transmit OFF power is below -56 dBm. 

An excess transmit OFF power increases the interference to other channels, and decreases the system capacity. 

5.5.1.4 Metliod of test 

This test is also covered by clause 5.5.2 Transmit ON/OFF Time mask. 

5.5.1.4.1 Initial conditions 

Test environment: normal, TI7VL, TI/VH, TYUVL, THA^; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: low range, mid range, high range; see clause G.2.4. 

1) Coimect the SS to the UE anteima coimector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

5.5.1.4.2 Procedure 

1) Send release message to the UE to stop transmitting. 

2) Measure the leakage power within the transmission band from the UE by the Tester. 

5.5.1.5 Test requirements 

The measured leakage power, derived in step 2), shall be below -55 dBm. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance appUed 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

5.5.2 Transmit ON/OFF Time mask 

5.5.2.1 Definition and applicability 

The time mask for transmit ON/OFF defines the ramping time allowed for the UE between transmit OFF power and 
transmit ON power. Possible ON/OFF scenarios are PRACH, CPCH or uphnk compressed mode. 

The requirements and this test apply to aU types of UTRA for the FDD UE. 

5.5.2.2 Minimum requirements 

The transmit power levels versus time shall meet the mask specified in figure 5.5.1 for PRACH preambles, and the 
mask in figure 5.5.2 for all other cases. The signal is measured with a filter that has a Root-Raised Cosine (RRC) filter 
response with a roll off a = 0,22 and a bandwidth equal to the chip rate. 
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start of PRACH access slot 



4096 chips 
■* ► 



PRACH 
preamble 



Average ON Power 



2368 chips 
■4 ► 



25 lis 
= 96chips 



Minimum 
Power 



25 MS 



25 MS 



2368 chips 
■< ► 



25 MS 

= 96 chips 



Figure 5.5.1 : Transmit ON/OFF template for PRACH preambles 



Slot boundaries 



Up-LinkDPDCH or 
PRACH message data part 



p-LinkDPCCH or 

RACH message control part 



Average ON Power 



25 MS 



Minimum 
Power 



25 MS 



25 MS 



25 MS 



Figure 5.5.2: Transmit ON/OFF template for all other On/Off cases 

OFF Power is defined in figure 5.5.1. 

ON power is defined as either case as follows. The specification depends on each possible case. 
First preamble of PRACH: Open loop accuracy (table 5.4.1.1). 

Dming preamble ramping of the RACH and between final RACH preamble and RACH message part: Accuracy 
depending on size of the required power difference (table 5.5.2.1). 

After transmission gaps in compressed mode: Accuracy as in table 5.7.1. 

Power step to Maximum Power: Maximum power accuracy (table 5.2. 1). 
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Table 5.5.2.1 : Transmitter power difference toierance for RACI-f preamble ramping, 
and between final RACH preamble and RACH message part 



Power difference size 
AP [dB] 


Transmitter power difference tolerance 
[dB] 





±1 dB 


1 


±1 dB 


2 


±1,5dB 


3 


±2 dB 


4 < AP < 1 


±2,5 dB 


11 <AP< 15 


±3,5 dB 


16<AP<20 


±4,5 dB 


21 <AP 


±6,5 dB 



The reference for this requirement is TS 25.101 [1] clause 6.5.2.1. 
This is tested using PRACH operation. 

The minimum requirement for ON power is defined in clause 5.4.1.2. 
The minimum requirement for OFF power is defined in clause 5.5.1.2. 

NOTE: The main objective for this test case is to check the ramp-up/down power shape. 

5.5.2.3 Test purpose 

To verify that the UE transmit ON/OFF power levels versus time meets the described mask shown in figure 5.5.1 and 
figure 5.5.2. 

An excess error of transmit ON/OFF response increases the interference to other channels, or increases transmission 
errors in the up hnk own channel. 

5.5.2.4 Method of test 
5.5.2.4.1 Initial conditions 

Test environment: normal, TLA^L, TLA^, THA^L, THA^; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: low range, mid range, high range; see clause G.2.4. 

1) Connect the SS to the UE antenna connector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure, and lor is are set up according to table 5.5.2.2. The 
relative power level of downlink physical channels to lor are set up according to clause E.2.1. 

The RACH procedure within the call setup is used for the test. The number of the available subchannels should be 
limited to one. This ensures that the preamble sequence is known to the SS. The preamble retransmission shall be at 
least 3. The power ramping step size shall be 1 dB. Note that the maximum number of preamble retransmissions is 
limited to 5 due to the fact that the commanded uplink power exceeds the allowed uplink power of more than 6 dB. The 
SS shall not send either an ACK or a NACK. 

See TS 34.108 [3] for details regarding generic call setup procedure. 



Table 5.5.2.2: Test parameters for Transmit ON/OFF Time mask (UE) 



Parameter 


Level / Status 


Unit 


lor 


See table 5.5.2.3 


dBm/3,84 MHz 
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Table 5.5.2.3: Test parameters for Transmit ON/OFF Time masic (SS) 



Parameter 


Power Class 1 


Power Class 2 


Power Class 3 


Power Class 4 


Unit 


lor (note 1) 


-106,7 


-106,7 


-106,7 


-106,7 


dBm /3,84 MHz 


CPICH_RSCP 

(notes 1 and 2) 


-110 


-110 


-110 


-110 


dBm 


Primary CPICH DL TX power 


+19 


+19 


+19 


+19 


dBm 


Simulated path loss = 
Primary CPICH DL TX power 
- CPICH_RSCP 


+129 


+129 


+129 


+129 


dB 


UL interference 


-86 


-92 


-95 


-98 


dBm 


Constant Value 


-10 


-10 


-10 


-10 


dB 


Expected nominal UE TX 
power (note 3) 


+33 


+27 


+24 


+21 


dBm 



NOTE 1 : The power level of S-GGPGH should be defined because S-GGPGH is transmitted during Preamble RAGH 

transmission period. The power level of S-CCPCH is temporarily set to -10,3 dB relative to lor- However, it is 
necessary to check whether the above S-GGPGH level is enough to establish a connection with the 
reference measurement channels. 



NOTE 2: The purpose of this parameter is to calculate the Expected nominal UE TX power. 

NOTE 3: The Expected nominal UE TX power is calculated by using the equation in the clause 8.5.9 Open Loop 

Power Control of TS 25.331 [8]. 



5.5.2.4.2 Procedure 

1) Set the TX output level of the SS to obtain at the UE antenna connector and select the test parameters of 
table 5.5.2.3 according to the power class. Igr shall be according to table 5.5.2.3 (-106,7 dBm / 3,84 MHz). 

2) Measure the output power (ON power) of the UE on the first RACH preamble or two consecutive RACH 
preambles. The measurements shall not include the transient periods. From the occurrence of the first RACH 
preamble the SS shall predict the following RACH preamble timing. 

3) Record the OFF power in a 2 368 chip time interval before a transient period of 25 jas (96 chips) prior to a 
RACH preamble (ON power) averaging (see note) through a matched filter (RRC 0.22, BW equal to the 
chiprate). Record the OFF power in a 2368 chip time interval after a transient period of 25 |js (96 chips) after a 
RACH preamble (ON power) averaging through a matched filter (RRC 0.22, BW equal to the chiprate). 

NOTE: OFF power measurement with averaging requires an enough sampling speed to cover the signal 
bandwidth (e.g. 3,84 MHz times 1,22 = 4,6848 MHz BW). 

5.5.2.5 Test requirements 

The deviation with respect to the Expected nominal UE TX power (table 5.5.2.3), derived in step 2), shall not exceed 
the prescribed upper tolerance in table 5.2.1 (clause 5.2.2) and lower tolerance in table 5.4.1.1. (clause 5.4.1.2) for the 
first preamble, or shall meet the tolerance in table 5.5.2.1 for two consecutive preambles. 

The measured leakage power, derived in step 3), shall be below -56 dBm. (clause 5.5.1.2). 

5.6 Change of TFC 

5.6.1 Definition and applicability 

A change of TFC (Transport Format Combination) in uplink means that the power in the uplink varies according to the 
change in data rate. DTX, where the DPCH is turned off, is a special case of variable data, which is used to minimise 
the interference between UE(s) by reducing the UE transmit power when voice, user or control information is not 
present. 

The requirements and this test apply to all types of UTRA for the FDD UE. 
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5.6.2 Minimum requirements 

A change of output power is required when the TFC, and thereby the data rate, is changed. The ratio of the amplitude 
between the DPDCH codes and the DPCCH code will vary. The power step due to a change in TFC shall be calculated 
in the UE so that the power transmitted on the DPCCH shall follow the inner loop power control. The step in total 
transmitted power (DPCCH + DPDCH) shall then be rounded to the closest integer dB value. A power step exactly 
half-way between two integer values shall be rounded to the closest integer of greater magnitude. The accuracy of the 
power step, given the step size is specified in table 5.6.1. The power change due to a change in TFC is defined as the 
relative power difference between the average power of the original (reference) timeslot and the average power of the 
target timeslot, not including the transient duration. The transient duration is from 25 ]Xs before the slot boundary to 
25 [IS after the slot boundary. The power is measured with a filter that has a Root-Raised Cosine (RRC) filter response 
with a roll off a = 0,22 and a bandwidth equal to the chip rate. 



Table 5.6.1 : Transmitter power step tolerance 



Power control step size (Up or down) 
AP [dB] 


Transmitter power step tolerance 





±0,5 dB 


1 


±0,5 dB 


2 


±1,0 dB 


3 


±1,5dB 


4<AP< 10 


±2,0 dB 


11 < AP < 15 


±3,0 dB 


16< AP <20 


±4,0 dB 


21 < AP 


±6,0 dB 



Clause C.2.1 defines the UL reference measurement channels (12,2 kbps) for TX test and the power ratio between 
DPCCH and DPDCH as -5,46 dB. Therefore, only one power control step size is selected as minimum requirement 
from table 5.6.1. The accuracy of the power step, given the step size is specified in table 5.6.2. 



Table 5.6.2: Transmitter power step tolerance for test 



Quantized amplitude ratios 
Pc and Pd 


Power control step size (Up or 
down) AP [dB] 


Transmitter power step 
tolerance 


|3c = 0,5333, Pd = 1,0 


7 


±2dB 



The transmit power levels versus time shall meet the mask specified in figure 5.6.1. 



Slot boundaries 



Up-Link 
DPDCH 




Up-Link 
DPCCH r 



Average Power- 



Average Power 



25 us 



Minimum 
Power 

25 us 

25 us 



25 MS 



Average Power 



Figure 5.6.1 : Transmit template during TFC change 



The UL reference measurement channel (12,2 kbps) is a fixed rate channel. Therefore, DTX, where the DPDCH is 
turned off, is tested, as shown in figure 5.6.2. 
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Slot boundaries 





Up-Link 
DPDCH 



Up-Link 
DPCCH 



Average Power- 



Average Power 



Minimum 
Power 



AP 



Minimum 
Power 



25|js «->r«-> 25 |js 



25 |js «-»^-» 25|js 



Average Power 



Figure 5.6.2: Transmit template during DTX 



The reference for this requirement is TS 25.101 [1] clause 6.5.3.1. 



5.6.3 Test purpose 



To verify that the tolerance of power control step size does not exceed the described value shown in table 5.6.2. 
To verify that the DTX ON/OFF power levels versus time meets the described mask shown in figure 5.6.2. 



Test environment: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Connect the SS to the UE antenna connector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure. The Uplink DPCH Power Control Info shall 
specify the Power Control Algorithm as algorithm 2 for interpreting TPC commands. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

5.6.4.2 Procedure 

1) Set the attenuation in the downlink signal (Iqj.) to yield an open loop output power, measured at the UE antenna 
connector, of dBm. 

2) Send alternating "0" and " 1 " TPC commands in the downlink so as to satisfy the condition of obtaining 
TPC_cmd = 0. 

3) Using the Tester, measure the average output power at the antenna connector of the UE in two cases, both 
DPDCH and DPCCH are ON and only DPCCH is ON. The measurements shall not include the transient periods. 



The difference in mean output power between DPDCH ON and OFF, derived in step 3), shall not exceed the prescribed 
range in table 5.6.2. 



5.6.4 



Method of test 



5.6.4.1 



Initial conditions 



5.6.5 Test requirements 
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5.7 Power setting in uplink compressed mode 

5.7.1 Definition and applicability 

Compressed mode in uplink means that the power in uplink is changed. 
The requirements and this test apply to aU types of UTRA for the FDD UE. 

5.7.2 Minimum requirements 

A change of output power is required during uplink compressed frames since the transmission of data is performed in a 
shorter interval. The ratio of the amplitude between the DPDCH codes and the DPCCH code wiU also vary. The power 
step due to compressed mode shall be calculated in the UE so that the energy transmitted on the pilot bits during each 
transmitted slot shall follow the iimer loop power control. 

Thereby, the power during compressed mode, and inomediately afterwards, shall be such that the power on the DPCCH 

follows the steps due to inner loop power control combined with additional steps of 10Logio(Npiiot.prev / Npiiot.curr) 
where Npjiot.prev is the number of pilot bits in the previously transmitted slot, and Npiiot.curr is the current number of 
pilot bits per slot. 

The resulting step in total transmitted power (DPCCH +DPDCH) shall then be rounded to the closest integer dB value. 
A power step exactly half-way between two integer values shall be rounded to the closest integer of greatest magnitude. 
The accuracy of the power step, given the step size, is specified in table 5.6.1 in clause 5.6.2. The power step is defined 
as the relative power difference between the average power of the original (reference) timeslot and the average power of 
the target timeslot, when neither the original timeslot nor the reference timeslot are in a transmission gap. The transient 
duration is not included, and is from 25 |a,s before the slot boundary to 2 5[\s after the slot boundary. The relative power 
is measured with a filter that has a Root-Raised Cosine (RRC) filter response with a roll off a = 0,22 and a bandwidth 
equal to the chip rate. 

In addition to any power change due to the ratio NpUot.prev / Npiiot.curr, the average power of the DPCCH in the first slot 

after a compressed mode transmission gap shall differ from the average power in the last slot before the transmission 
gap by an amount Aresu^e, where Aresu^e is calculated as described in clause 5.1.2.3 of TS 25.214 [5]. 

The resulting difference in the total transmitted power (DPCCH + DPDCH) shall then be rounded to the closest integer 
dB value. A power difference exactly half-way between two integer values shall be rounded to the closest integer of 
greatest magnitude. The accuracy of the resulting difference in the total transmitted power (DPCCH + DPDCH) after a 
transmission gap of up to 14 slots shall be as specified in table 5.7.1. 

Table 5.7.1 : Transmitter power difference tolerance after a transmission gap of up to 14 slots 



Tolerance on required difference in total 
transmitter power after a transmission gap 

±3dB 



The power difference is defined as the relative power difference between the average power of the original (reference) 
timeslot before the transmission gap and the average power of the target timeslot after the transmission gap, not 
including the transient durations. The transient durations at the start and end of the transmission gaps are each from 
25 jis before the slot boundary to 25 |AS after the slot boundary. The relative power is measured with a filter that has a 
Root-Raised Cosine (RRC) filter response with a roll off a = 0,22 and a bandwidth equal to the chip rate. 

The transmit power levels versus time shall meet the mask specified in figure 5.7.1. 

The reference for this requirement is TS 25.101 [1] clause 6.5.4.1. 
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Slot boundaries 




25 us 



Figure 5.7.1 : Transmit template during Compressed mode 

The mean power in the transmission gaps, not including the transition periods, shall be less than -56 dBm. The 
reference for this requirement is TS 25.101 [1] clause 6.5.1.1. 

For RPL (Recovery Period Length) slots after the transmission gap, where RPL is the minimum out of the transmission 
gap length and 7 slots, the UE shall use the power control algorithm and step size specified by the signalled Recovery 
Period Power Control Mode (RPP), as detailed in TS 25.214 [5] clause 5.1.2.3. 

When nominal 3 dB power control steps are used in the recovery period, the transmitter output power steps due to inner 
loop power control shall be within the range shown in table 5.7.2, and the transmitter average output power step due to 
inner loop power control shall be within the range shown in table 5.7.3, excluding any other power changes due, for 
example, to changes in spreading factor or number of pilot bits. 



Table 5.7.2: Transmitter power control range for 3dB step size 



TPC_cmd 


Transmitter power control range for 3dB step size 




Lower 


Upper 


+1 


+1,5 dB 


+4,5 dB 





-0,5 dB 


+0,5 dB 


-1 


-1,5dB 


-4,5 dB 



Table 5.7.3: Transmitter average power control range for 3dB step size 



TPC_cmd group 


Transmitter power control range 
after 7 equal TPC_cmd groups 




Lower 


Upper 


+1 


+16dB 


+26 dB 





-1 dB 


+1 dB 


-1 


-16dB 


-26 dB 



The reference for this requirement is TS 25.101 [1] clause 6.4.2.1.1. 

5.7.3 Test purpose 

To verify that the changes in uplink transmit power in compressed mode are within the prescribed tolerances. 

Excess error in transmit power setting in compressed mode increases the interference to other channels, or increases 
transmission errors in the uplink. 
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5.7.4 Method of test 

5.7.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Coimect the SS to the UE anteima coimector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure. The 12,2 kbps UL reference measurement channel 
is used, with gain factors = 0,5333 and Pd = 1.0 in non-compressed frames. Slot formats 0, OA and OB are 
used on the uplink DPCCH. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

5.7.4.2 Procedure 

NOTE: CFNs are given in this procedure for reference as examples only. A fixed offset may be applied to the 
CFNs. 

1) Before proceeding with paragraph (4) below, set the output power of the UE, measured at the UE antenna 

connector, to be in the range -34 ± 9 dBm. This may be achieved by setting the downlink signal (lor) to yield an 
appropriate open loop output power and/or by generating suitable downlink TPC commands from the SS. 

2) Signal the uplink power control parameters to use Algorithm 1 and a step size of 2 dB. 

3) Signal the set of compressed mode parameters shown in table 5.7.5. This set of compressed mode parameters 
defines the compressed mode pattern which is used to test the implementation of 3 dB output power steps and 
the implementation of a power change when resuming transmission after a compressed mode gap. 



Table 5.7.5: Parameters for pattern A for compressed mode test 



Parameter 


Meaning 


Vaiue 


TGPRC 


Number of transmission gap patterns within the Transmission 
Gap Pattern Sequence 


1 


TGCFN 


Connection Frame Number of the first frame of the first pattern 
within the Transmission Gap Pattern Sequence 





TGSN 


Slot number of the first transmission gap slot within the TGCFN 


10 


TGL1 


Length of first transmission gap within the transmission gap 
pattern 


1 slots 


TGL2 


Length of second transmission gap within the transmission gap 
pattern 


5 slots 


TGD 


Duration between the starting slots of two consecutive 
transmission gaps within a transmission gap pattern 


20 slots 


TGPL1 


Duration of transmission gap pattern 1 


3 frames 


TGPL2 


Duration of transmission gap pattern 2 


Omit 


RPP 


Recovery Period Power Control Mode 


Mode 1 


ITP 


Initial Transmit Power Mode 


Mode 1 


ULVDL Mode 


Defines whether only DL, only UL, or combined UL/DL 
compressed mode Is used 


UL/DL 


Downlink Compressed 
Mode Method 


Method for generating downlink compressed mode gap 


SF/2 


Uplink Compressed 
Mode Method 


Method for generating uplink compressed mode gap 


SF/2 


Scrambling code change 


Indicates whether the alternative scrambling code is used 


No code change 


Downlink frame type 


Downlink compressed frame structure 


A 


DeltaSIR 


Delta in DL SIR target value to be set In the UE during 
compressed frames 





Deltas 1 Rafter 


Delta In DL SIR target value to be set In the UE one frame after 
the compressed frames 
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The resulting compressed mode pattern is shown in figure 5.7.2. 



CFN 












1 




2 





















































Tx gap Tx gai 



Figure 5.7.2: Pattern A for compressed mode test 

4) Transmit TPC commands on the downhnk as shown in table 5.7.6. 



Table 5.7.6: TPC commands transmitted in downlinic 



CFN 


TPC commands In downlink 





1111111111 


1 


111111110 


2 


0101010101 



5) Measure the mean output power in the following slots, not including the 25 [is transient periods at the start and 
end of each slot: 

CFN 1: Slots #5,6,7,8,9,10,11,12,14 
CFN 2: Slot #5 

Also measure the mean output power in each transmission gap, not including the 25 [is transient periods at the 
start and end of each transmission gap. 

6) Re-start the test. Before proceeding with step (8) below, set the output power of the UE, measured at the UE 

antenna connector, to be in the range 3 ± 9 dBm. This may be achieved by, setting the downlink signal (lor) to 
yield an appropriate open loop output power and/or by generating suitable downlink TPC commands from the 
SS. 

7) Repeat steps (2) and (3) above, with the exception that TGCFN = 3. 

8) Transmit TPC commands on the downlink as shown in table 5.7.7. 



Table 5.7.7: TPC commands transmitted in downlinl< 



CFN 


TPC commands in downlink 


3 


0000000000 


4 


00000000 1 1 


5 


1010101010 



9) Measure the mean output power in the following slots, not including the 25 |J,s transient periods at the start and 
end of each slot: 

CFN 4: Slots # 5,6,7,8,9,10,11,12,14 
CFN 5: Slot #5 

Also measure the mean output power in each transmission gap, not including the 25 |J,s transient periods at the 
start and end of each transmission gap. 

10) Re-start the test. Before proceeding with step (13) below, set the output power of the UE, measured at the UE 
antenna connector, to be in the range -10 ± 9 dBm. This may be achieved by setting the downlink signal (lor) to 
yield an appropriate open loop output power and/or by generating suitable downlink TPC commands from the 
SS. 

11) Signal the uplink power control parameters to use Algorithm 1 and a step size of 1 dB. 
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12) Signal the set of compressed mode parameters shown in table 5.7.8. This set of compressed mode parameters 
defines the compressed mode pattern which is used to test the implementation of power steps at the start and end 
of compressed frames, and the implementation of a zero power change when resuming transmission after a 
compressed mode gap. 



Table 5.7.8: Parameters for pattern B for compressed mode test 



Parameter 


Meaning 


Vaiue 


TGPRC 


Number of transmission gap patterns within the Transmission 
Gap Pattern Sequence 


1 


TGCFN 


Connection Frame Number of the first frame of the first pattern 
within the Transmission Gap Pattern Sequence 


7 


TGSN 


Slot number of the first transmission gap slot within the TGCFN 


8 


TGL1 


Length of first transmission gap within the transmission gap 
pattern 


1 4 slots 


TGL2 


Length of second transmission gap within the transmission gap 
pattern 


omit 


TGD 


Duration between the starting slots of two consecutive 
transmission gaps within a transmission gap pattern 





TGPL1 


Duration of transmission gap pattern 1 


4 frames 


TGPL2 


Duration of transmission gap pattern 2 


Omit 


RPR 


Recovery Period Power Control Mode 


Mode 


ITP 


Initial Transmit Power Mode 


Mode 


ULYDL Mode 


Defines whether only DL, only UL, or combined UL/DL 
compressed mode is used 


UL/DL 


Downlink Compressed 
Mode Method 


Method for generating downlink compressed mode gap 


SF/2 


Uplink Compressed 

Mode Method 


Method for generating uplink compressed mode gap 


SF/2 


Scrambling code change 


Indicates whether the alternative scrambling code is used 


No code change 


Downlink frame type 


Downlink compressed frame structure 


A 


DeltaSIR 


Delta in DL SIR target value to be set in the UE during 
compressed frames 





Deltas 1 Rafter 


Delta in DL SIR target value to be set in the UE one frame after 
the compressed frames 






The resulting compressed mode pattern is shown in figure 5.7.3. 

CFN 6 7 8 9 



^ Tx gap ^ 

Figure 5.7.3: Pattern B for compressed mode test 

13)Transmit TPC commands on the downUnk as shown in table 5.7.8. 



Table 5.7.8: TPC commands transmitted in downlink 



CFN 


TPC commands in downiinic 


6 


0000000000001 1 1 


7 


11111111 -- 


8 


00000000 


9 


000111111111111 
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14) Measure the mean output power in the following slots, not including the 25 |i,s transient periods at the start and 
end of each slot: 



CFN6 
CFN7 
CFN8 
CFN9 



Slot # 14 
Slots # and 7 
Slots # 7 and 14 
Slot # 



Also measure the mean output power in the transmission gap, not including the 25 [is transient periods at the 
start and end of the transmission gap. 

5.7.5 Test requirements 

For ease of reference, the following uplink output power measurements are defined in figure 5.7.4. In this figure: 

Pg is the mean power in an uplink transmission gap, excluding the 25 )is transient periods. 

Pa is the mean power in the last slot before a compressed frame (or pair of compressed frames), excluding the 
25 |a.s transient periods. 

Pb is the mean power in the first slot of a compressed frame, excluding the 25 ]Xs transient periods. 

Pj. is the mean power in the last slot before a transmission gap, excluding the 25 )is transient periods. 

P(j is the mean power in the first slot after a transmission gap, excluding the 25 )J.s transient periods. 

Pg is the mean power in the last slot of a compressed frame, excluding the 25 )J.s transient periods. 

Pf is the mean power in the first slot after a compressed frame (or pair of compressed frames), excluding the 
25 )J.s transient periods. 



Compressed Frame(s) 



j560 chips J 2560 chips ^ i 




UL 
DPDCH I — \ 

UL 
DPCCH 

Total 

Power i i Pa [dB] 

25p.s 25ns ■ 25^8 25|a.s 25ns 25^8 25|J,s 

Figure 5.7.4: Uplink transmit power in uplink compressed mode 

1 . At the boundary between CFN 6 and CFN 7, Pj, - P^ shall be within the range +4 + 2 dB. 

2. In slot #5 of CFN 2, the power difference P(j - P^. from the power in slot #14 of CFN 1 shall be within the range 
-6 + 3 dB. 

3. In slot #5 of CFN 5, the power difference Pj - P^. from the power in slot #14 of CFN 4 shall be within the range 
+6 + 3 dB. 

4. In slot #7 of CFN 8, the power difference Pj - P^ from the power in slot #7 of CFN 7 shall be within the range 
+ 3 dB. 

5. In CFNs 0, 1, 2, 3, 4, 5, 7 and 8, Pg shall be less than -56 dBm. 

6. At the boundary between CFN 8 and CFN 9, Pf - Pg shall be within the range -4 + 2 dB. 
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7. In the slots between slot #6 of CFN 1 and slot #12 of CFN 1 inclusive, the change in mean output power from 
the previous slot shall be within the range given in table 5.7.2 for TPC_cmd = +1. 

8. The aggregate change in mean output power from slot #5 of CFN 1 to slot #12 of CFN 1 shall be within the 
range given in table 5.7.3 for TPC_cmd = +1. 

9. In the slots between slot #6 of CFN 4 and slot #12 of CFN 4 inclusive, the change in mean output power from 
the previous slot shall be within the range given in table 5.7.2 for TPC_cmd = -1. 

10. The aggregate change in mean output power from slot #5 of CFN 4 to slot #12 of CFN 4 shall be within the 
range given in table 5.7.3 for TPC_cmd = -1. 

5.8 Occupied Bandwidth (OBW) 

5.8.1 Definition and applicability 

Occupied bandwidth is a measure of the bandwidth containing 99 % of the total integrated power of the transmitted 
spectrum, centred on the assigned channel frequency. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

5.8.2 Minimum Requirements 

The occupied channel bandwidth shall be less than 5 MHz based on a chip rate of 3,84 Mcps. 
The normative reference for this requirement is TS 25.101 [1] clause 6.6.1. 

5.8.3 Test purpose 

To verify that the UE occupied channel bandwidth is less than 5 MHz based on a chip rate of 3,84 Mcps. 
Excess occupied channel bandwidth increases the interference to other channels or to other systems. 

5.8.4 Method of test 

5.8.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 

Frequencies to be tested: low range, mid range, high range; see clause G.2.4. 

1) Connect the SS to the UE antenna connector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

5.8.4.2 Procedure 

1) Set and send continuously Up power control commands to the UE until the UE output power shall be maximum 
level. 

2) Measure the power spectrum distribution within two times or more range over the requirement for Occupied 
Bandwidth specification centring on the current carrier frequency with 30 kHz or less RBW. The characteristic 
of the filter shall be approximately Gaussian (typical spectrum analyzer filter). 

3) Calculate the total power within the range of all frequencies measured in '2)' and save this value as "Total 
Power". 
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4) Sum up the power upward from the lower boundary of the measured frequency range in '2)' and seek the limit 
frequency point by which this sum becomes 0,5 % of "Total Power" and save this point as "Lower Frequency". 

5) Sum up the power downward from the upper boundary of the measured frequency range in '2)' and seek the limit 
frequency point by which this sum becomes 0,5 % of "Total Power" and save this point as "Upper Frequency". 

6) Calculate the difference ("Upper Frequency" - "Lower Frequency" = "Occupied Bandwidth") between two limit 
frequencies obtained in '4)' and '5)'. 

5.8.5 Test Requirements 

The measured Occupied Bandwidth, derived in step 6), shall not exceed 5 MHz. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance appUed 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

5.9 Spectrum emission mask 

5.9.1 Definition and applicability 

The spectrum emission mask of the UE appUes to frequencies, which are between 2,5 MHz and 12,5 MHz away from 
the UE centre carrier frequency. The out of channel emission is specified relative to the UE output power measured in a 
3,84 MHz bandwidth. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

5.9.2 IVIinimum Requirements 

The power of any UE emission shall not exceed the levels specified in table 5.9.1. 



Table 5.9.1 : Spectrum Emission IUlasl( Requirement 



Frequency offset from carrier Af 


Minimum requirement 


Measurement bandwidth 


2,5 MHz to 3.5 MHz 


-35-15*(Af-2,5) dBc 


30 kHz (notel) 


3,5 MHz to 7,5 MHz 


-35-1*(Af-3,5)dBc 


1 MHz (note 2) 


7,5 MHz to 8,5 MHz 


-39-10*(Af-7,5) dBc 


1 MHz (note 2) 


8,5 MHz to 12,5 MHz 


-49 dBc 


1 MHz (note 2) 


NOTE 1 : The first and last measurement position witli a 30 l<Hz filter is 2,515 MHz and 3,485 MHz. 

NOTE 2: The first and last measurement position with a 1 MHz filter Is 4 MHz and 12 MHz. As a 

general rule, the resolution bandwidth of the measuring equipment should be equal to the 
measurement bandwidth. To improve measurement accuracy, sensitivity and efficiency, 
the resolution bandwidth can be different from the measurement bandwidth. When the 
resolution bandwidth is smaller than the measurement bandwidth, the result should be 
integrated over the measurement bandwidth. 


The lower limit shall be -50 dBm/3,84 MHz or which ever is higher. 



The normative reference for this requirement is TS 25.101 [1] clause 6.6.2.1.1. 

5.9.3 Test purpose 

To verify that the power of UE emission does not exceed the prescribed Umits shown in table 5.9.1. 
Excess emission increases the interference to other channels or to other systems. 
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5.9.4 Method of test 

5.9.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: low range, high range; see clause G.2.4. 

1) Coimect the SS to the UE anteima coimector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

5.9.4.2 Procedure 

1) Set and send continuously Up power control commands to the UE until the UE output power shall be maximum 
level. 

2) Measure the power of the transmitted signal with a measurement filter of bandwidths according to table 5.9.2. 
Measurements with an offset from the carrier centre frequency between 2,515 MHz and 3,485 MHz shall use a 
30 kHz measurement filter. Measurements with an offset from the carrier centre frequency between 4 MHz and 
12 MHz shall use 1 MHz measurement bandwidth and the result may be calculated by integrating multiple 

50 kHz or narrower filter measurements. The characteristic of the filter shall be approximately Gaussian (typical 
spectrum analyzer filter). The centre frequency of the filter shall be stepped in contiguous steps according to 
table 5.9.2. The measured power shall be recorded for each step. 

3) Measure the wanted output power according to annex B. 

4) Calculate the ratio of the power 2) with respect to 3) in dBc. 

5.9.5 Test requirements 

The result of clause 5.9.4.2 step 4) shall fiilfil the requirements of table 5.9.2. 



Table 5.9.2: Spectrum Emission lUlasIc Requirement 



Frequency offset from carrier Af 


Minimum requirement 


Measurement bandwidth 


2,5 MHz to 3,5 MHz 


-33,5 -15*(Af- 2,5) dBc 


30 l<Hz (note1) 


3,5 MHz to 7,5 MHz 


-33,5 -1*(Af- 3,5) dBc 


1 MHz (note 2) 


7,5 MHz to 8,5 MHz 


-37,5- 10*(Af- 7,5) dBc 


1 MHz (note 2) 


8,5 MHz to 12,5 MHz 


-47,5 dBc 


1 MHz (note 2) 


NOTE 1 : The first and last measurement position with a 30 kHz filter is 2,515 MHz and 3,485 MHz. 
NOTE 2: The first and last measurement position with a 1 MHz filter is 4 MHz and 1 2 MHz. As a 

general rule, the resolution bandwidth of the measuring equipment should be equal to the 
measurement bandwidth. To Improve measurement accuracy, sensitivity and efficiency, 
the resolution bandwidth can be different from the measurement bandwidth. When the 
resolution bandwidth is smaller than the measurement bandwidth, the result should be 
integrated over the measurement bandwidth. 


The lower limit shall be -50 dBm/3,84 MHz or which ever is higher. 



NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 
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5.10 Adjacent Channel Leakage Power Ratio (ACLR) 

5.10.1 Definition and applicability 

ACLR is the ratio of the transmitted power to the power measured in an adjacent channel. Both the transmitted power 
and the adjacent channel power are measured with a filter that has a Root-Raised Cosine (RRC) filter response with 
roll-off a = 0,22 and a bandwidth equal to the chip rate. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

5.10.2 Minimum Requirements 

If the adjacent channel power is greater than -50dBm then the ACLR should be higher than the value specified in 
table 5.10.1. 

Table 5.10.1 : UE ACLR due to modulation 



Power Class 


UE channel 


ACLR limit 


3 


+5 MHz or -5 MHz 


33 dB 




+10 MHz or -10 MHz 


43 dB 


4 


+5 MHz or -5 MHz 


33 dB 




+10 MHz or -10 MHz 


43 dB 



The normative reference for this requirement is TS 25.101 [1] clause 6.6.2.2.1. 

5.10.3 Test purpose 

To verify that the UE ACLR due to modulation does not exceed prescribed limit shown in table 5.10.1. 
Excess ACLR increase the interference to other channels or to other systems. 

5.10.4 Method of test 

5.10.4.1 Initial conditions 

Test environment: normal, TLAT:., TL/VH, THPn., THA^; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: low range, mid range, high range; see clause G.2.4. 

1) Connect the SS to the UE antenna connector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

5.10.4.2 Procedure 

1) Set and send continuously Up power control commands to the UE until the UE output power shall be maximum 
level. 

2) Measure the power within the bandwidth of current carrier through a matched filter (RRC 0.22). 

3) Measure the power fallen in the bandwidth of the first adjacent channels and the second adjacent channels 
through a matched filter (RRC 0.22). 

4) Calculate the ratio of the power between the values measured in '2)'and '3)'. 
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5.10.5 Test requirements 

If the measured adjacent channel power, derived in step 3), is greater than -50 dBm then the measured ACLR, derived 
in step 4), shall be higher than the hmit in table 5.10.2. 



Table 5.10.2: UE ACLR due to modulation 



Power Class 


UE channel 


ACLR limit 


3 


+5 MHz or -5 MHz 


32,2 dB 




+10 MHz or -10 MHz 


42,2 dB 


4 


+5 MHz or -5 MHz 


32,2 dB 




+10 MHz or -10 MHz 


42,2 dB 



NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

5.11 Spurious Emissions 

5.1 1 .1 Definition and applicability 

Spurious emissions are emissions which are caused by unwanted transmitter effects such as harmonics emission, 
parasitic emission, intermodulation products and frequency conversion products, but exclude out of band emissions. 

The frequency boundary and the detailed transitions of the limits between the requirement for out band emissions and 
spectrum emissions are based on ITU-R Recommendations SM.329. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

5.11.2 Minimum Requirements 

These requirements are only applicable for frequencies, which are greater than 12.5 MHz away from the UE centre 
carrier frequency. 



Table 5.11.1a: General spurious emissions requirements 



Frequency Bandwidth 


Measurement Bandwidth 


Minimum requirement 


9 kHz <f < 150 kHz 


1 kHz 


-36 dBm 


150 kHz<f<30 MHz 


10 kHz 


-36 dBm 


30 MHz < f < 1 000 MHz 


100 kHz 


-38 dBm 


1 GHz<f< 12,75 GHz 


1 MHz 


-30 dBm 



Table 5.11.1b: Additional spurious emissions requirements 



Paired band 


Frequency Bandwidth 


Measurement 
Bandwidth 


Minimum 
requirement 


For operation in 
frequency bands as 
defined in clause 
4.2(a) 


1 893,5 MHz<f<1 919,6 MHz 


300 kHz 


-41 dBm 


925 MHz < f < 935 MHz 


100 kHz 


-67 dBm (note) 


935 MHz < f < 960 MHz 


100 kHz 


-79 dBm (note) 


1 805 MHz < f < 1 880 MHz 


100 kHz 


-71 dBm (note) 


NOTE: The measurements are made on frequencies wiiich are integer multiples of 200 kHz. As 

exceptions, up to five measurements with a level up to the applicable requirements defined 
in table 5.1 1 .1 a are permitted for each UARFCN used in the measurement 



The normative reference for this requirement is TS 25.101 [1] clause 6.6.3.1. 
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5.11.3 Test purpose 

To verify that the UE spurious emissions do not exceed described value shown in table 5.11.1a and table 5.11.1b. 
Excess spurious emissions increase the interference to other systems. 

5.11.4 Method of test 

5.11.4.1 Initial conditions 

Test enviroimient: normal; see clauses G.2.1 and G.2.2. 

Frequencies to be tested: low range, mid range, high range; see clause G.2.4. 

1) Connect the SS to the UE antenna coimector as shown in figure A.8. 

2) A call is set up according to the Generic call setup procedure. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

5.11.4.2 Procedure 

1) Set and send continuously Up power control commands to the UE until the UE output power shall be maximum 
level. 

2) Sweep the spectrum analyzer (or equivalent equipment) over a frequency range and measure the average power 
of spurious emission. 

5.1 1 .5 Test requirements 

The measured average power of spurious emission, derived in step 2), shall not exceed the described value in 
tables 5.11.2a and 5.11.2b. 

These requirements are only applicable for frequencies, which are greater than 12,5 MHz away from the UE centre 
carrier frequency. 



Table 5.11.2a: General spurious emissions test requirements 



Frequency Bandwidth 


Measurement Bandwidth 


iUlinimum requirement 


9 kHz < f < 1 50 kHz 


1 kHz 


-36 dBm 


150 kHz<f<30 MHz 


10 kHz 


-36 dBm 


30 MHz<f < 1 000 MHz 


100 kHz 


-36 dBm 


1 GHz<f< 12,75 GHz 


1 MHz 


-30 dBm 



Table 5.11.2b: Additional spurious emissions test requirements 



Paired band 


Frequency Bandwidth 


lUleasurement 
Bandwidth 


iUlinimum 
requirement 


For operation in 
frequency bands as 
defined in 
clause 4.2(a) 


1 893,5 l\/IHz<f<1 919,6 MHz 


300 kHz 


-41 dBm 


925 MHz < f < 935 MHz 


100 kHz 


-67 dBm (note) 


935 MHz < f < 960 MHz 


100 kHz 


-79 dBm (note) 


1805 MHz<f < 1880 MHz 


100 kHz 


-71 dBm (note) 


NOTE: The measurements are made on frequencies which are integer multiples of 200 kHz. As 

exceptions, up to five measurements with a level up to the applicable requirements defined in 
table 5.1 1 .2a are permitted for each UARFCN used in the measurement 



ETSI 



3GPP TS 34.121 version 3.6.0 Release 1999 



48 



ETSI TS 134 121 V3.6.0 (2001-09) 



NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance apphed 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

5.12 Transmit Intermodulation 

5.12.1 Definition and applicability 

The transmit intermodulation performance is a measure of the capability of the transmitter to inhibit the generation of 
signals in its non linear elements caused by presence of the wanted signal and an interfering signal reaching the 
transmitter via the anteima. 

UE(s) transmitting in close vicinity of each other can produce intermodulation products, which can fall into the UE, or 
Node B receive band as an unwanted interfering signal. The UE transmit intermodulation attenuation is defined by the 
ratio of the output power of the wanted signal to the output power of the intermodulation product when an interfering 
CW signal is added at a level below the wanted signal. Both the wanted signal power and the IM product power are 
measured with a filter that has a Root-Raised Cosine (RRC) filter response with roll-off a = 0,22 and a bandwidth equal 
to the chip rate. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

5.12.2 Minimum Requirements 

The UE transmit intermodulation shall not exceed the described value in table 5.12.1. 



Table 5.12.1 : Transmit Intermodulation 



CW Signal Frequency Offset from Transmitting 
Carrier 


5MHz 


lOIUIHz 


Interference CW Signal Level 


-40 dBc 


Intermodulation Product 


-31 dBc 


-41 dBc 



The normative reference for this requirement is TS 25.101 [1] clause 6.7.1. 

5.12.3 Test purpose 

To verify that the UE transmit intermodulation does not exceed the described value in table 5.12.1. 

An excess transmit intermodulation increases transmission errors in the up link own channel when other transmitter 
exists nearby. 

5.12.4 Method Of test 

5.12.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 

Frequencies to be tested: mid range; see clause G.2.4. 

1) Connect the SS to the UE antenna connector as shown in figure A.2. 

2) A call is set up according to the Generic call setup procedure. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 
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5.12.4.2 Procedure 

1) Set and send continuously Up power control commands to the UE until the UE output power shall be maximum 
level. 

2) Set the frequency of the CW generator to the offset 1 or offset 2 as shown in table 5. 12.2. 

3) Measure the average output power of the UE by spectrum analyzer (or equivalent equipment) through RRC 
filter. 

4) Search the intermodulation product signal, then measure the average power of transmitting intermodulation 
through RRC filter, and calculate the ratio to the average output power of UE. 

5) Repeat the measurement with another tone offset. 

5.12.5 Test requirements 

The measured average power of transmit intermodulation, derived in step 4), shall not exceed the described value in 
table 5.12.2. 



Table 5.12.2: Transmit Intermodulation 



CW Signal Frequency Offset from Transmitting 
Carrier 


5IU1HZ 


10MHz 


Interference CW Signal Level 


-40 dBc 


Intermodulation Product 


[-31 + TT] 
dBc 


[-41 + TT] 
dBc 



NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance appUed 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

5.13 Transmit Modulation 

5.1 3.1 Error Vector IVIagnitude (EVIVI) 

5.13.1.1 Definition and applicability 

The Error Vector Magnitude (EVM) is a measure of the difference between the measured waveform and the theoretical 
modulated waveform (the error vector). It is the square root of the ratio of the mean error vector power to the mean 
reference signal power expressed as a %. The measurement interval is one power control group (timeslot). 

The requirements and this test apply to all types of UTRA for the FDD UE. 

5.13.1.2 Minimum Requirements 

The EVM shall not exceed 17,5 % for the parameters specified in table 5.13.1. 



Table 5.13.1 : Parameters for EVIUI 



Parameter 


Level / Status 


Unit 


Output power 


>-20 


dBm 


Operating conditions 


Normal conditions 




Power control step size 


1 


dB 



The normative reference for this requirement is TS 25.101 [1] clause 6.8.2.1. 



ETSI 



3GPP TS 34.121 version 3.6.0 Release 1999 



50 



ETSI TS 134 121 V3.6.0 (2001-09) 



5.13.1.3 Test purpose 

To verify that the EVM does not exceed 17,5 % for the specified parameters in table 5.13.1. 
An excess EVM increases transmission errors in the up link own channel. 

5.13.1.4 Method of test 

5.13.1.4.1 Initial conditions 

Test environment: normal, TLA^L, TL/VH, THA^L, TH/VH, vibration; see clauses G.2.1, G.2.2 and G.2.3. 
Frequencies to be tested: low range, mid range, high range; see clause G.2.4. 

1) Connect the SS to the UE anteima coimector as shown in figure A. 1 . 

2) A call is set up according to the Generic call setup procedure. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

5.13.1.4.2 Procedure 

1) Set and send continuously Up power control commands to the UE until the UE output power shall be maximum 
level. 

2) Measure the EVM using Global In-Channel Tx-Test (annex B). 

3) Set the power level of UE to -20dBm or send Down power control commands (IdB step size should be used.) to 
the UE until UE output power shall be -20dBm with ±ldB tolerance. 

4) Repeat step 2). 

5. 1 3. 1 .5 Test requirements 

The measured EVM, derived in step 2) and 4), shall not exceed 17,5 %. for parameters specified in table 5.13.1 
Parameters for EVM. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

5.1 3.2 Peak code domain error 



5.13.2.1 Definition and applicability 

The Peak Code Domain Error is computed by projecting power of the error vector (as defined in clause 5.13.1.1) onto 
the code domain at a specific spreading factor. The Code Domain Error for every code in the domain is defined as the 
ratio of the mean power of the projection onto that code, to the mean power of the composite reference waveform 
expressed in dB. The Peak Code Domain Error is defined as the maximum value for the Code Domain Error for all 
codes. The measurement interval is one power control group (timeslot). 

The requirements and this test apply only to the UE in which the multi-code transmission is provided. 

5.13.2.2 Minimum Requirements 

The peak code domain error shall not exceed -15 dB at spreading factor 4 for the parameters specified in 
table 5. 13. 3. The requirements are defined using the UL reference measurement channel (768 kbps) specified in 
clause C.2.5. 
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Table 5.13.3: Parameters for Peak code domain error 



Parameter 


Level / Status 


Unit 


Output power 


>-20 


dBm 


Operating conditions 


Normal conditions 




Power control step size 


1 


dB 



The normative reference for this requirement is TS 25.101 [1] clause 6.8.3.1. 

5.13.2.3 Test purpose 

To verify that the UE peak code domain error does not exceed -15 dB for the specified parameters in table 5.13.3. 
An excess peak code domain error increases transmission errors in the up hnk own channel. 

5.13.2.4 Method of test 
5.13.2.4.1 Initial conditions 

Test environment: normal, TIWL, TL/VH, THAT:., THA^H; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: low range, mid range, high range; see clause G.2.4. 

1) Coimect the SS to the UE anteima coimector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure, and RE parameters are set up according to 
table 5.13.4. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 



Table 5.13.4: Test parameters for Peak code domain error 



Parameter 


Level / status 


Unit 


Operating conditions 


Normal conditions 




Uplink signal 


multi-code 




Information bit rate 


2*384 


kbps 


Power control step size 


1 


dB 



5.13.2.4.2 Procedure 

1) Set and send continuously Up power control commands to the UE until the UE output power shall be maximum 
level. 

2) Measure the Peak code Domain error using Global In-Channel Tx-Test (annex B). 

3) Set the power level of UE to -20dBm or send Down power control commands (IdB step size should be used.) to 
the UE until UE output power shall be-20dBm with ±ldB tolerance. 

4) Repeat step 2). 

5.13.2.5 Test requirements 

The measured Peak code domain error, derived in step 2) and 4), shall not exceed -14 dB. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4 
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6 Receiver Characteristics 



6.1 General 

Receiving performance test of the UE is implemented during communicating with the SS via air interface. The 
procedure is using normal call protocol until the UE is communicating on traffic channel basically. On the traffic 
channel, the UE provides special function for testing that is called Logical Test Interface and the UE is tested using this 
function (Refer to TS 34.109 [4]) 

Transmitting or receiving bit/symbol rate for test channel is shown in table 6.1. 



Table 6.1 : Bit / Symbol rate for Test Channel 



Type of User 

Iniformation 


User bit rate 


DL DPCH 

symbol rate 


UL DPCH 

bit rate 


Reniarl<s 


12,2 kbps 
reference 
measurement 
channel 


12,2 kbps 


30 ksps 


60 kbps 


Standard Test 



Unless otherwise stated the receiver characteristics are specified at the antenna connector of the UE. For UE(s) with an 
integral antenna only, a reference antenna with a gain of dBi is assumed. UE with an integral antenna may be taken 
into account by converting these power levels into field strength requirements, assuming a dBi gain antenna. Receiver 
characteristics for UE(s) with multiple antennas/antenna connectors are FFS. 

The UE antenna performance has a significant impact on system performance, and minimum requirements on the 
antenna efficiency are therefore intended to be included in future versions of the present document. It is recognised that 
different requirements and test methods are likely to be required for the different types of UE. 

All the parameters in clause 6 are defined using the DL reference measurement channel (12,2 kbps) specified in 
clause C.3.1 and unless stated otherwise, with DL power control OFF. 

The common RF test conditions of Rx Characteristics are defined in clause E.3.2, and each test conditions in this clause 
(clause 6) should refer clause E.3.2. Individual test conditions are defined in the paragraph of each test. 

6.2 Reference Sensitivity Level 

6.2.1 Definition and applicability 

The reference sensitivity is the minimum receiver input power measured at the antenna port at which the Bit Error Ratio 
(BER) does not exceed a specific value 

The requirements and this test apply to all types of UTRA for the FDD UE. 

6.2.2 Minimum Requirements 

The BER shall not exceed 0,001 for the parameters specified in table 6.2.1. 



Table 6.2.1 : Test parameters for Reference Sensitivity Level 



Parameter 


Level / Status 


Unit 


lor 


-106,7 


dBm 7 3,84 MHz 


DPCH_Ec 


-117 


dBm 7 3,84 MHz 


NOTE 1 : For Power class 3, this shall be at the maximum output power. 
NOTE 2: For Power class 4, this shall be at the maximum output power. 



The normative reference for this requirement is TS 25.101 [1] clause 7.3.1. 
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6.2.3 Test purpose 

To verify that the UE BER does not exceed 0,001 for the parameters specified in table 6.2. 
The lack of the reception sensitivity decreases the coverage area at the far side from Node B. 

6.2.4 Method of test 

6.2.4.1 Initial conditions 

Test environment: normal, TL/VL, TL/VH, THA^L, TH/VH; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: low range, mid range, high range; see clause G.2.4. 

1) Coimect the SS to the UE anteima coimector as shown in figure A.3. 

2) A call is set up according to the Generic call setup procedure, and RF parameters are set up according to 
table 6.2.2. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

6.2.4.2 Procedure 

1) Set and send continuously Up power control commands to the UE until the UE output power shall be maximum 
level. 

2) Measure the BER of DCH received from the UE at the SS. 

6.2.5 Test requirements 

The measured BER, derived in step 2), shall not exceed 0,001. 



Table 6.2.2: Test parameters for Reference Sensitivity Level 



Parameter 


Level / Status 


Unit 


lor 


-106 


dBm 7 3,84 MHz 


DPCH_Ec 


-116,3 


dBm 7 3,84 MHz 


NOTE 1 : For Power class 3, this shall be at the maximum output power. 
NOTE 2: For Power class 4, this shall be at the maximum output power. 



NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance apphed 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

6.3 Maximum Input Level 

6.3.1 Definition and applicability 

This is defined as the maximum receiver input power at the UE anteima port which does not degrade the specified BER 
performance. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

6.3.2 IVIinimum requirements 

The BER shall not exceed 0.001 for the parameters specified in table 6.3. 
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The reference for this requirement is TS 25.101 [1] clause 7.4.1. 

NOTE: Since the spreading factor is large (101og(SF)=21dB), the majority of the total input signal consists of the 
OCNS interference. The structure of OCNS signal is defined in clause E.3.2. 

6.3.3 Test purpose 

To verify that the UE BER does not exceed 0,001 for the parameters specified in table 6.3. 
The lack of the maximum input level decreases the coverage area at the near side from Node B. 

6.3.4 Method of test 

6.3.4.1 Initial conditions 

Test enviroimient: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Coimect the SS to the UE anteima coimector as shown in figure A.3. 

2) A call is set up according to the Generic call setup procedure, and RE parameters are set up according to 
table 6.3 and table E.3.3. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 



Table 6.3: Test parameters for Maximum Input Level 



Parameter 


Level / Status 


Unit 


lor 


-25 


dBm/3,84MHz 


DPCH_E^. 


-19 


dB 




NOTE 1 : For Power class 3, the average transmit output power shall be +20 dBm. 
NOTE 2: For Power class 4, the average transmit output power shall be +1 8 dBm. 



6.3.4.2 Procedure 

1) Measure the BER of DCH received from the UE at the SS. 

6.3.5 Test requirements 

The measured BER, derived in step 1), shall not exceed 0,001. 

6.4 Adjacent Channel Selectivity (ACS) 
6.4.1 Definition and applicability 

Adjacent Channel Selectivity (ACS) is a measure of a receiver's ability to receive a W-CDMA signal at its assigned 
channel frequency in the presence of an adjacent channel signal at a given frequency offset from the centre frequency of 
the assigned channel. ACS is the ratio of the receive filter attenuation on the assigned channel frequency to the receive 
filter attenuation on the adjacent channel(s). 

The requirements and this test apply to all types of UTRA for the FDD UE. 
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6.4.2 Minimum Requirements 

For the UE of power class 3 and 4, the BER shall not exceed 0,001 for the parameters specified in table 6.4.1. This test 
condition is equivalent to the ACS value 33 dB. 

Table 6.4.1 : Test parameters for Adjacent Channel Selectivity 



Parameter 


Level / Status 


Unit 


DPCH Ec 


-103 


dBm / 3,84 MHz 


lor 


-92,7 


dBm/ 3,84 MHz 


loac (modulated) 


-52 


dBm/ 3,84 MHz 


Fuw (offset) 


-5 or +5 


MHz 


NOTE 1 : For Power class 3, the average transmit output power shall be +20 dBm. 
NOTE 2: For Power class 4, the average transmit output power shall be +1 8 dBm. 



The normative reference for this requirement is TS 25.101 [1] clause 7.5.1. 

NOTE: The loac (modulated) signal consists of common channels needed for tests and 16 dedicated data channels. 
The channelisation codes for data channels are chosen optimally to reduce peak to average ratio (PAR). 
All dedicated channels user data is uncorrelated to each other. 

6.4.3 Test purpose 

To verify that the UE BER does not exceed 0,001 for the test parameters specified in table 6.4.1. 
The lack of the ACS decreases the coverage area when other transmitter exists in the adjacent channel. 

6.4.4 IVIethod of test 

6.4.4.1 Initial conditions 

Test enviroimient: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Coimect the SS to the UE anteima coimector as shown in figure A.4. 

2) A call is set up according to the Generic call setup procedure, and RF parameters are set up according to 
table 6.4.2. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

6.4.4.2 Procedure 

1) Set the parameters of the interference signal generator as shown in table 6.4.2. 

2) Measure the BER of DCH received from the UE at the SS. 

6.4.5 Test requirements 

The measured BER, derived in step 1), shall not exceed 0,001. 



ETSI 



3GPP TS 34.121 version 3.6.0 Release 1999 56 ETSI TS 134 121 V3.6.0 (2001-09) 



Table 6.4.2: Test parameters for Adjacent Channel Selectivity 



Parameter 


Level / Status 


Unit 


DPCH Ec 


-103 


dBm/ 3,84 MHz 


lor 


-92,7 


dBm/ 3,84 MHz 


loac (modulated) 


-52 


dBm/ 3,84 MHz 


Fuw (offset) 


-5 or +5 


MHz 


NOTE 1 : For Power class 3, the average transmit output power shall be +20 dBm. 
NOTE 2: For Power class 4, the average transmit output power shall be +1 8 dBm. 



NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance apphed 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

6.5 Blocking Characteristics 

6.5.1 Definition and applicability 

The blocking characteristic is a measure of the receiver's ability to receive a wanted signal at its assigned channel 
frequency in the presence of an unwanted interferer on frequencies other than those of the spurious response or the 
adjacent channels, without this unwanted input signal causing a degradation of the performance of the receiver beyond a 
specified limit. The blocking performance shall apply at all frequencies except those at which a spurious response 
occur. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

6.5.2 Minimum Requirements 

The BER shall not exceed 0,001 for the parameters specified in table 6.5.1 and table 6.5.2. For table 6.5.2 up to 24 
exceptions are allowed for spurious response frequencies in each assigned frequency channel when measured using a 
1 MHz step size. 

The normative reference for this requirement is TS 25.101 [1] clause 7.6.1. 

NOTE: Ibiocking (modulated) consists of common channels and 16 dedicated data channels. The channelisation 
codes for data channels are chosen optimally to reduce peak to average ratio (PAR). All dedicated 
chaimels user data is uncorrelated to each other. 



Table 6.5.1: Test parameters for In-band blocking characteristics 



Parameter 


10 MHz offset 


15 MHz offset 


Unit 


DPCH Ec 


-114 


-114 


dBm / 3,84 MHz 


lor 


-103,7 


-103.7 


dBm / 3,84 MHz 


Ibiocking (modulated) 


-56 


-44 


dBm / 3,84 MHz 


Fuw (offset) 


+10or-10 


+15or-15 


MHz 


NOTE 1 : For Power class 3, the average transmit output power shall be +20 dBm. 
NOTE 2: For Power class 4, the average transmit output power shall be +1 8 dBm. 
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Table 6.5.2: Test parameters for Out of band blocking characteristics 



Parameter 


Band 1 


Band 2 


Band 3 


Unit 


DPCH_Ec 


-114 


-114 


-114 


dBm/3,84MHz 


lor 


-103,7 


-103,7 


-103,7 


dBm/3,84MHz 


Iblocking (CW) 


-44 


-30 


-15 


dBm 


Fuw 

For operation in 
frequency bands as 
defined in 
clause 4.2(a) 


2 050 < f < 2 095 

^ 1 OO < T < ^ ^OU 


2 025 < f < 2 050 

^ ^OU < T < ^ ^00 


1 < f < 2 025 


MHz 


Fuw 

For operation in 
frequency bands as 
defined in 
clause 4.2(b) 


1 870<f < 1 915 

2 005 < f < 2 050 


1 845 < f < 1 870 

2 050 < f < 2 075 


1 < f < 1 845 
2 075<f< 12 750 


MHz 


NOTE 1 : For Power class 3, the average transmit output power shall be +20 dBm. 
NOTE 2: For Power class 4, the average transmit output power shall be +1 8 dBm 


For operation in bands referenced in 4.2(a), 2 095 < f < 2 1 10 MHz and 2 170 < f < 2 185 MHz, the 
appropriate in-band blocking or adjacent channel selectivity in clause 6.4 and table 6.5.1 shall be applied. 


For operation in bands referenced in 4.2(b), 1 915 < f < 1 930 MHz and 1 990 < f < 2 005 MHz, the 
appropriate in-band blocking or adjacent channel selectivity in clause 6.4 and table 6.5.1 shall be applied 



6.5.3 Test purpose 

To verify that the UE BER does not exceed 0,001 for the parameters specified in table 6.5.1 and table 6.5.2. For 
table 6.5.2 up to (24) exceptions are allowed for spurious response frequencies in each assigned frequency channel 
when measured using a 1 MHz step size. 

The lack of the blocking ability decreases the coverage area when other transmitter exists (except in the adjacent 
channels and spurious response). 

6.5.4 Method of test 

6.5.4.1 Initial conditions 

For in-band case: 

Test environment: normal; see clauses G.2.1 and G.2.2. 

Frequencies to be tested: mid range; see clause G.2.4. 
For out-of-band case: 

Test enviroimient: normal; see clauses G.2.1 and G.2.2. 

Frequencies to be tested: 1 arbitrary frequency selected between low and high range; see clause G.2.4. 

1) Coimect the SS to the UE anteima coimector as shown in figure A.5. 

2) A call is set up according to the Generic call setup procedure, and RF parameters are set up according to 
table 6.5.3 and table 6.5.4. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

6.5.4.2 Procedure 

1) Set the parameters of the CW generator or the interference signal generator as shown in table 6.5.3 and 
table 6.5.4. For table 6.5.4, the frequency step size is 1 MHz. 
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2) Measure the BER of DCH received from the UE at the SS. 

3) For table 6.5.4, record the frequencies for which BER exceed the test requirements. 

6.5.5 Test requirements 

For table 6.5.3, the measured BER, derived in step 2), shall not exceed 0.001. For table 6.5.4, the measured BER, 
derived in step 2) shall not exceed 0,001 except for the spurious response frequencies, recorded in step 3). The number 
of spurious response frequencies, recorded in step 3) shall not exceed 24. 



Table 6.5.3: Test parameters for In-band blocking characteristics 



Parameter 


10 MHz offset 


15 MHz offset 


Unit 


DPCH Ec 


-114 


-114 


dBm/ 3,84 MHz 


lor 


-103.7 


-103.7 


dBm/ 3,84 MHz 


Iblocking (modulated) 


-56 


-44 


dBm/ 3,84 MHz 


Fuw (offset) 


+10 or -10 


+15 or -15 


MHz 


NOTE 1 : For Power class 3, the average transmit output power shall be +20 dBm. 
NOTE 2: For Power class 4, the average transmit output power shall be +1 8 dBm. 



Table 6.5.4: Test parameters for Out of band blocking characteristics 



Parameter 


Band 1 


Band 2 


Band 3 


Unit 


DPCH_Ec 


-114 


-114 


-114 


dBm/3,84MHz 


lor 


-103.7 


-103.7 


-103.7 


dBm/3,84MHz 


Iblocking (CW) 


-44 


-30 


-15 


dBm 


Fuw 

For operation in 
frequency bands as 
defined in 
clause 4.2(a) 


2 050 < f < 2 095 
2 185<f <2 230 


2 025 < f < 2 050 
2 230 < f < 2 255 


1 < f < 2 025 
2 255<f< 12 750 


MHz 


Fuw 

For operation in 
frequency bands as 
defined in 
clause 4.2(b) 


1 870<f < 1 915 

2 005 < f < 2 050 


1 845 < f < 1 870 

2 050 < f < 2 075 


1 < f < 1 845 
2 075<f< 12 750 


MHz 


NOTE 1 : For Power class 3, the average transmit output power shall be +20 dBm. 
NOTE 2: For Power class 4, the average transmit output power shall be +1 8 dBm. 


For operation in bands referenced in 4.2(a), 2 095 < f < 2 1 10 MHz and 2 170 < f < 2 185 MHz, the 
appropriate in-band blocking or adjacent channel selectivity in clause 6.4 and table 6.5.3 shall be applied. 


For operation in bands referenced in 4.2(b), 1 915 < f < 1 930 MHz and 1 990 < f < 2 005 MHz, the 
appropriate in-band blocking or adjacent channel selectivity in clause 6.4 and table 6.5.3 shall be applied 



NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

6.6 Spurious Response 
6.6.1 Definition and applicability 

Spurious response is a measure of the receiver's ability to receive a wanted signal on its assigned channel frequency 
without exceeding a given degradation due to the presence of an unwanted CW interfering signal at any other frequency 
at which a response is obtained i.e. for which the blocking limit is not met. 

The requirements and this test apply to all types of UTRA for the FDD UE. 
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6.6.2 Minimum Requirements 

The BER shall not exceed 0,001 for the parameters specified in table 6.6.1. 
The normative reference for this requirement is TS 25.101 [1] clause 7.7.1. 

Table 6.6.1 : Test parameters for Spurious Response 



Parameter 


Level 


Unit 


DPCH Ec 


-114 


dBm/3,84MHz 


lor 


-103.7 


dBm / 3,84MHz 


Iblocking(CW) 


-44 


dBm 


Fyw 


Spurious response 
frequencies 


IVIHz 


NOTE 1 : For Power class 3, the average transmit output power shall be +20 dBm. 
NOTE 2: For Power class 4, the average transmit output power shall be +1 8 dBm. 



6.6.3 Test purpose 

To verify that the UE BER does not exceed 0,001 for the parameters specified in table 6.6. 1. 

The lack of the spurious response abihty decreases the coverage area when other unwanted interfering signal exists at 
any other frequency. 

6.6.4 IVIethod of test 

6.6.4.1 Initial conditions 

Test enviroimient: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: low range, high range; see clause G.2.4. 

1) Connect the SS to the UE antenna coimector as shown in figure A.6. 

2) A call is set up according to the Generic call setup procedure, and RF parameters are set up according to 
table 6.6.2. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

6.6.4.2 Procedure 

1) Set the parameter of the CW generator as shown in table 6.6.2. The spurious response frequencies are 
determined in step 3) of clause 6.5.4.2. 

2) Measure the BER of DCH received fi-om the UE at the SS. 
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6.6.5 Test requirements 

The measured BER, derived in step 2), shall not exceed 0,001. 

Table 6.6.2: Test parameters for Spurious Response 



Parameter 


Level 


Unit 


DPCH Ec 


-114 


dBm/3,84MHz 


lor 


-103.7 


dBm/3,84MHz 


Iblocking(CW) 


-44 


dBm 


Fuw 


Spurious response 
frequencies 


MHz 


NOTE 1 : For Power class 3, the average transmit output power shall be +20 dBm. 
NOTE 2: For Power class 4, the average transmit output power shall be +1 8 dBm. 



NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 



6.7 



Intermodulation Characteristics 



6.7.1 Definition and applicability 

Third and higher order mixing of the two interfering RF signals can produce an interfering signal in the band of the 
desired channel. Intermodulation response rejection is a measure of the capability of the receiver to receiver a wanted 
signal on its assigned channel frequency in the presence of two or more interfering signals which have a specific 
frequency relationship to the wanted signal. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

6.7.2 IVIinimum Requirements 

The BER shall not exceed 0,001 for the parameters specified in table 6.7.1. 

The normative reference for this requirement is TS 25.101 [1] clause 7.8.1. 

NOTE: Iouw2 (modulated) consists of common channels and 16 dedicated data channels. The chatmelisation codes 
for data channels are chosen optimally to reduce peak to average ratio (PAR). All dedicated channels user 
data is uncorrelated to each other. 



Table 6.7.1 : Test parameters for Intermodulation Characteristics 



Parameter 


Level 


Unit 


DPCH Ec 


-114 


dBm/ 3,84 MHz 


lor 


-103.7 


dBm/ 3,84 MHz 


louwl (CW) 


-46 


dBm 


louw2 (modulated) 




18 


dBm/ 3,84 MHz 


Fuwl (offset) 


10 


-10 


MHz 


Fuw2 (offset) 


20 


-20 


MHz 


NOTE 1 : For Power class 3, the average transmit output power shall be +20 dBm. 
NOTE 2: For Power class 4, the average transmit output power shall be +1 8 dBm. 



6.7.3 Test purpose 

To verify that the UE BER does not exceed 0,001 for the parameters specified in table 6.7.1. 

The lack of the intermodulation response rejection ability decreases the coverage area when two or more interfering 
signals, which have a specific frequency relationship to the wanted signal, exist. 
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6.7.4 Method of test 

6.7.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Coimect the SS to the UE anteima coimector as shown in figure A.7. 

2) A call is set up according to the Generic call setup procedure, and RF parameters are set up according to 
table 6.7.2. 

3) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

6.7.4.2 Procedure 

1) Set the parameters of the CW generator and interference signal generator as shown in table 6.7.2. 

2) Measure the BER of DCH received from the UE at the SS. 

6.7.5 Test requirements 

The measured BER, derived in step 1), shall not exceed 0,001. 



Table 6.7.2: Test parameters for Intermodulation Characteristics 



Parameter 


Level 


Unit 


DPCH Eg 


-114 


dBm/ 3.84 MHz 


lor 


-103.7 


dBm/ 3.84 MHz 


louw1 (CW) 


-46 


dBm 


louw2 (modulated) 




t6 


dBm/ 3.84 MHz 


Fuw1 (offset) 


10 


-10 


MHz 


Fuw2 (offset) 


20 


-20 


MHz 


NOTE 1 : For Power class 3, the average transmit output power shall be +20 dBm. 
NOTE 2: For Power class 4, the average transmit output power shall be +1 8 dBm. 



NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance appUed 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

6.8 Spurious Emissions 

6.8.1 Definition and applicability 

The spurious emissions power is the power of emissions generated or amplified in a receiver that appear at the UE 
antenna connector. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

6.8.2 IVIinimum Requirements 

The power of any narrow band CW spurious emission shall not exceed the maximum level specified in table 6.8.1 and 
table 6.8.2. 
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Table 6.8.1 : General receiver spurious emission requirements 



Frequency Band 


Measurement 
Bandwidth 


lUlaximum 
level 


Note 


30 MHz < f < 1 GHz 


100 kHz 


-57 dBm 




1 GHz <f< 12,75 GHz 


1 MHz 


-47 dBm 





Table 6.8.2: Additional receiver spurious emission requirements 





Frequency Band 


IVIeasurement 
Bandwidth 


Maximum 
level 


Note 


For operation in 
frequency bands 
as defined in 
clause 4.2(a) 


1 920 MHz < f < 1 980 MHz 


3,84 MHz 


-60 dBm 


Mobile transmit band in 
URA_PCH, CelLPCH and 
idle state 


2 110 MHz<f <2 170 MHz 


3,84 MHz 


-60 dBm 


Mobile receive band 



The reference for this requirement is TS 25.101 [1] clause 7.9.1. 

6.8.3 Test purpose 

To verify that the UE spurious emission meets the specifications described in clause 6.8.2. 
Excess spurious emissions increase the interference to other systems. 

6.8.4 Method of test 

6.8.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 

Frequencies to be tested: low range, mid range, high range; see clause G.2.4. 

1) Connect a spectrum analyzer (or other suitable test equipment) to the UE antenna connector as shown in 
figure A. 8. 

2) RE parameters are setup according to table [TBD]. 

3) UE shall be in CELL_EACH state. 

4) Neighbour cell list shall be empty. HCS is not used. 

5) The timer T305 shall be set to °o, so that no cell update is triggered during the measurement. 

6) Set Qrxlevmin to -1 15 dBm and Qqualmin to -24 dB. 

7) Set UE_TXPWR_MAX_RACH such that Pcompensation = 0. 

8) Set Sintersearch) Sjntrasearch Ssearchj{ATmtO ZerO. 

NOTE: With the CELL_FACH state (3) in combination with the signalling parameters (4), (5), (6), (7), (8) and 
the SS level (2) it is ensured that UE continuously receives the S-CCPCH and no cell reselections are 
performed [see 3GPP TS 25.304, clauses 5.2.3.and 5.2.6]. No transmission of the UE will interfere the 
measurement. 

6.8.4.2 Procedure 

1) Sweep the spectrum analyzer (or equivalent equipment) over a frequency range and measure the average power 
of spurious emission. 
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6.8.5 Test requirements 

The all measured spurious emissions, derived in step 1), shall not exceed the maximum level specified in table 6.8.3 and 
table 6.8.4. 



Table 6.8.3: General receiver spurious emission requirements 



Frequency Band 


Measurement 
Bandwidth 


Maximum 

level 


Note 


30 MHz < f < 1 GHz 


100 kHz 


-57 dBm 




1 GHz <f< 12,75 GHz 


1 MHz 


-47 dBm 





Table 6.8.4: Additional receiver spurious emission requirements 



For operation in 
frequency bands 
as defined in 
clause 4.2(a) 


Frequency Band 


Measurement 
Bandwidth 


Maximum 
level 


Note 


1 920 MHz < f < 1 980 MHz 


3,84 MHz 


-60 dBm 


Mobile transmit band in 
URA_PCH, Cell_PCH and 
idle state 


2 110 MHz<f <2 170 MHz 


3,84 MHz 


-60 dBm 


Mobile receive band 



NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 



7 Performance requirements 
7.1 General 

The performance requirements for the UE in this clause are specified for the measurement channels specified in 
annex C and table 7.1.1, the propagation conditions specified in clause 7.1.2 and the Down link Physical channels 
specified in annex D. Unless stated otherwise, DL power control is OFF. 

The method for Block Error Ratio (BLER) measurement is specified in 3GPP TS 34.109 [4]. 



Table 7.1.1 : Bit / Symbol rate for Test Channel 



Type of User 


User bit rate 


DL DPCH 


UL DPCH 


information 




symbol rate 


bit rate 


12,2 kbps 
reference 


12,2 kbps 


30 ksps 


60 kbps 


measurement 








cliannel 








64/144/384 
l<bps reference 


64 kbps 


1 20 ksps 


240 kbps 


measurement 








channel 










1 44 kbps 


240 ksps 


480 kbps 




384 kbps 


480 ksps 


960 kbps 



The conamon RF test conditions of Performance requirement are defined in clause E.3.3, and each test conditions in this 
clause (clause 7) should refer clause E.3.3. Individual test conditions are defined in the paragraph of each test. 
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7.1 .1 Measurement Configurations 

In all measurements UE should transmit with maximum power while receiving signals from Node B. Transmission 
Power Control is always disable during the measurements. Chip Rate is specified to be 3,84 MHz. 

It as assumed that fields inside DPCH have the same energy per FN chip. Also, if the power of S-CCPCH is not 
specified in the test parameter table, it should be set to zero. The power of OCNS should be adjusted that the power 
ratios (E^/Ior) of all specified forward channels add up to one. 

Measurement configurations for different scenarios are shown in figure A.9, figure A. 10 and figure A. 11. 

7.1 .2 Definition of Additive White Gaussian Noise (AWGN) Interferer 

The minimum bandwidth of the AWGN interferer shall be 1,5 times chip rate of the radio access mode (e.g. 5,76 MHz 
for a chip rate of 3,84 Mcps). The flatness across this minimum bandwidth shall be less than ±0,5 dB and the peak to 
average ratio at a probability of 0,001 % shall exceed 10 dB. 

7.2 Demodulation in Static Propagation conditions 

7.2.1 Demodulation of Dedicated Channel (DCH) 

7.2.1 .1 Definition and applicability 

The receive characteristic of the Dedicated Channel (DCH) in the static environment is determined by the Block Error 
Ratio (BLER). BLER is specified for each individual data rate of the DCH. DCH is mapped into the Dedicated Physical 
Channel (DPCH). 

The UE shall be tested only according to the data rate, supported. The data-rate-corresponding requirements shall apply 
to the UE. 

7.2.1.2 Minimum requirements 

For the parameters specified in table 7.2.1.1 the average downlink dpch power shall be below the specified value 
for the BLER shown in table 7.2.1.2. These requirements are applicable for TFCS size 16. 



Table 7.2.1.1: DCH parameters in static propagation conditions 



Parameter 


Testi 1 Test 2 | Test 3 | Test 4 


Unit 


Phase reference 


P-CPICH 




^or h oc 


-1 


dB 


^oc 


-60 


dBm/3,84 MHz 


Information Data Rate 


12,2 64 144 384 


kbps 
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Table 7.2.1.2: DCH requirements in static propagation conditions 



Test Number 


DPCH_E^ 

^ or 


BLER 


1 


-16,6 dB 


10-2 


2 


-13,1 dB 


10-^ 




-12,8 dB 


10-2 


3 


-9,9 dB 


10-^ 




-9,8 dB 


10-2 


4 


-5,6 dB 


10-1 




-5,5 dB 


10-2 



The reference for this requirement is TS 25.101 [1] clause 8.2.3.1. 

7.2.1.3 Test purpose 

To verify the abiUty of the receiver to receive a predefined test signal, representing a static propagation channel for the 
wanted and for the co-channel signals from serving and adjacent cells, with a BLER not exceeding a specified value. 

7.2.1.4 Method of test 

7.2.1 .4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1 . Connect the SS and an AWGN noise source to the UE antenna connector as shown in figure A.9. 

2. Set up a call according to the Generic call setup procedure. 

3. Set the test parameters for test 1-5 as specified in table 7.2.1.1. 

4. Enter the UE into loopback test mode and start the loopback test. 

7.2.1.4.2 Procedures 

1. Measure BLER of DCH. 

7.2.1.5 Test requirements 

For the parameters specified in table 7.2.1.1 the BLER shall not exceed the value at the DPCH_Ec/Ior specified in 
table 7.2.1.2. 

7.3 Demodulation of DCH in IVIulti-patli Fading Propagation 
conditions 

7.3.1 Single Link Performance 
7.3.1 .1 Definition and applicability 

The receive characteristics of the Dedicated Channel (DCH) in different multi-path fading environments are determined 
by the Block Error Ratio (BLER) values. BLER is measured for the each of the individual data rate specified for the 
DPCH. DCH is mapped into in Dedicated Physical Channel (DPCH). 
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The UE shall be tested only according to the data rate, supported. The data-rate-corresponding requirements shall apply 
to the UE. 

7.3.1.2 Minimum requirements 

For the parameters specified in tables 7.3.1.1, 7.3.1.3, 7.3.1.5, 7.3.1.7 and 7.3.1.9 the average downUnk dpch _ 

power shall be below the specified value for the BLER shown in tables 7.3.1.2, 7.3.1.4, 7.3.1.6, 7.3.1.8 and 7.3.1.10. 
These requirements are appUcable for TFCS size 16. 



Table 7.3.1.1: DCH parameters in multi-path fading propagation conditions (Case 1) 



Parameter 


Test 1 


Test 2 Test 3 


Test 4 


Unit 


Phase reference 


P-CPICH 




lor hoc 


9 


dB 




-60 


dBm/3,84 MHz 


Information Data Rate 


12,2 


64 144 


384 


kbps 



Table 7.3.1.2: DCH requirements in multi-path fading propagation conditions (Case 1) 



Test Number 


DPCH _E^ 

I or 


BLER 


1 


-15,0 dB 


10-2 


2 


-13,9 dB 


10-1 




-10,0 dB 


10-2 


3 


-10,6 dB 


10-1 




-6,8 dB 


10-2 


4 


-6,3 dB 


10-1 




-2,2 dB 


10-2 



Table 7.3.1.3: DCH parameters in multi-path fading propagation conditions (Case 2) 



Parameter 


Test 5 1 Test 6 


Test 7 1 Test 8 


Unit 


Phase reference 


P-CPICH 




lor hoc 


-3 


-3 


3 


6 


dB 


^oc 


-60 


dBm / 3,84 MHz 


Information Data 
Rate 


12,2 


64 


144 


384 


kbps 



Table 7.3.1.4: DCH requirements in multi-path fading propagation conditions (Case 2) 



Test Number 


DPCH ^E^ 

^or 


BLER 


5 


-7,7 dB 


10-2 


6 


-6,4 dB 


10-1 




-2,7 dB 


10-2 


7 


-8,1 dB 


10-1 




-5,1 dB 


10-2 


8 


-5,5 dB 


10-1 




-3,2 dB 


10-2 
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Table 7.3.1.5: DCH parameters in multi-path fading propagation conditions (Case 3) 



Parameter 


Test 9 1 Test 10 | Test 11 | Test 12 


Unit 


Phase reference 


P-CPICH 






-3 -3 


3 6 


dB 


^oc 


-60 


dBm/3,84 MHz 


Information Data Rate 


12,2 1 64 1 144 1 384 


kbps 



Table 7.3.1.6: DCH requirements in multi-path fading propagation conditions (Case 3) 



Test Number 


DPCH_E^ 

^or 


BLER 


9 


-11,8 dB 


10-2 


10 


-8,1 dB 


10-1 


-7,4 dB 


10-2 


-6,8 dB 


10"^ 


11 


-9,0 dB 


10-1 


-8,5 dB 


10-2 


-8,0 dB 


10-^ 


12 


-5,9 dB 


10-1 


-5,1 dB 


10-2 


-4,4 dB 


10-^ 



Table 7.3.1.7: DCH parameters in multi-path fading propagation conditions (Case 1) with S-CPICH 



Parameter 


Testis 1 Test 14 | Testis | Test 16 


Unit 


Phase reference 


S-CPICH 




^orl^oc 


9 


dB 




-60 


dBm/3,84 MHz 


Information Data Rate 


12,2 64 144 384 


kbps 



Table 7.3.1.8: DCH requirements in multi-path fading propagation conditions (Case 1) with S-CPICH 



Test Number 


DPCH _E^ 

^or 


BLER 


13 


-15,0 dB 


10-2 


14 


-13,9 dB 


10-1 


-10,0 dB 


10-2 


15 


-10,6dB 


10-1 


-6,8 dB 


10-2 


16 


-6,3 dB 


10-1 


-2,2 dB 


10-2 
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Table 7.3.1.9: DCH parameters in multi-path fading propagation conditions (Case 6) 



Parameter 


Test 17 1 Testis | Test 19 | Test 20 


Unit 


Phase reference 


P-CPICH 






-3-3 3 6 


dB 


^OC 


-60 


dBm/3,84 MHz 


Information Data Rate 


12,2 1 64 1 144 1 384 


kbps 



Table 7.3.1.10: DCH requirements in multi-path fading propagation conditions (Case 6) 



Test Number 


DPCH_E^ 

Kr 


BLER 


17 


-8,8 dB 


10-^ 


18 


-5,1 dB 


10-^ 


-4,4 dB 


10-^ 


-3,8 dB 


10'' 


19 


-6,0 dB 


10-' 


-5,5 dB 


10-^ 


-5,0 dB 


10"^ 


20 


-2,9 dB 


10-^ 


-2,1 dB 


10-^ 


-1,4dB 


10"^ 



The reference for this requirement is TS 25.101 [1] clause 8.3.1.1. 

7.3.1.3 Test purpose 

To verify the abihty of the receiver to receive a predefined test signal, representing a multi-path fading propagation 
channel for the wanted and for the co-channel signals from serving and adjacent cells, with a BLER not exceeding a 
specified value. 

7.3.1.4 Method of test 

7.3.1 .4.1 Initial conditions 

Test enviroimient: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1. Connect the SS, multi-path fading simulator and an AWGN noise source to the UE antenna connector as shown 
in figure A. 10. 

2. Set up a call according to the Generic call setup procedure. 

3. Set the test parameters for test 1-20 as specified table 7.3.1.1, table 7.3.1.3, table 7.3.1.5, table 7.3.1.7 and 
table 7.3.1.9. 

4. Enter the UE into loopback test mode and start the loopback test. 

5. Setup fading simulators as fading condition case 1, case 2, case 3 and case 6, which are described in 
table D.2.2.1. 

7.3.1.4.2 Procedures 

1. Measure BLER of DCH. 



ETSI 



3GPP TS 34.121 version 3.6.0 Release 1999 



69 



ETSI TS 134 121 V3.6.0 (2001-09) 



7.3.1.5 Test requirements 

For the parameters specified in table 7.3.1.1, table 7.3.1.3, table 7.3.1.5, table 7.3.1.7 and table 7.3.1.9 the BLER shall 
not exceed the value at the DPCH_Ec/Ior specified in table 7.3.1.2, table 7.3.1.4, table 7.3.1.6, table 7.3.1.8 and 
table 7.3.1.10. 



7.4 Demodulation of DCH in IVIoving Propagation conditions 

7.4.1 Single Link Performance 

7.4.1 .1 Definition and applicability 

The receive single link performance of the Dedicated Channel (DCH) in dynamic moving propagation conditions are 
determined by the Block Error Ratio (BLER) values. BLER is measured for the each of the individual data rate 
specified for the DPCH. DCH is mapped into Dedicated Physical Channel (DPCH). 

The UE shall be tested only according to the data rate, supported. The data-rate-corresponding requirements shall apply 
to the UE. 

7.4.1.2 Minimum requirements 

For the parameters specified in table 7.4.1.1 the average downlink dpch _E^ power shall be below the specified value 
for the BLER shown in table 7.4.1.2. 



Table 7.4.1.1: DCH parameters in moving propagation conditions 



Parameter 


Test 1 1 Test 2 


Unit 


Phase reference 


P-CPICH 




^or 1 ^oc 


-1 


dB 




-60 


dBm /3,84 MHz 


Information Data Rate 


12,2 64 


kbps 



Table 7.4.1.2: DCH requirements in moving propagation conditions 



Test Number 


DPCH_E^ 

^ or 


BLER 


1 


-14,5 dB 


10-2 


2 


-10,9 dB 


10-2 



The reference for this requirement is TS 25.101 [1] clause 8.4.1.1. 

7.4.1.3 Test purpose 

To verify the ability of the receiver to receive a predefined test signal, representing a moving propagation channel for 
the wanted and for the co-channel signals from serving and adjacent cells, with a BLER not exceeding a specified value. 
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7.4.1.4 Method of test 

7.4.1.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1. Connect the SS and an AWGN noise source to the UE antenna connector as shown in figure A.IO. 

2. Set up a call according to the Generic call setup procedure. 

3. Set the test parameters as specified in table 7.4.1.1. 

4. Enter the UE into loopback test mode and start the loopback test. 

5. Setup fading simulator as moving propagation condition, which is described in clause D.2.3. 

7.4.1.4.2 Procedures 

1. Measure BLER of DCH. 

7.4.1.5 Test requirements 

For the parameters specified in table 7.4.1.1 the BLER shall not exceed the value at the DPCH_Ec/Ior specified in 
table 7.4.1.2. 

7.5 Demodulation of DCH in Birth-Death Propagation conditions 

7.5.1 Single Link Performance 

7.5.1 .1 Definition and applicability 

The receive single link performance of the Dedicated Channel (DCH) in dynamic birth-death propagation conditions are 
determined by the Block Error Ratio (BLER) values. BLER is measured for the each of the individual data rate 
specified for the DPCH. DCH is mapped into Dedicated Physical Channel (DPCH). 

The UE shall be tested only according to the data rate, supported. The data-rate-corresponding requirements shall apply 
to the UE. 

7.5.1.2 Minimum requirements 

For the parameters specified in table 7.5.1.1 the average downlink dpch power shall be below the specified value 
for the BLER shown in table 7.5.1.2. 



Table 7.5.1 .1 : DCH parameters in birth-death propagation conditions 



Parameter 


Test 1 


Test 2 


Unit 


Phase reference 


P-CPICH 




^or 1 ^oc 


-1 


dB 


loc 


-60 


dBm/ 3,84 MHz 


Information Data Rate 


12,2 


64 


kbps 
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Table 7.5.1.2: DCH requirements in birtli-death propagation conditions 



Test Number 


DPCH_E^ 

^ or 


BLER 


1 


-12,6 dB 


10-2 


2 


-8,7 dB 


10-2 



The reference for this requirement is TS 25.101 [1] clause 8.5.1.1. 

7.5.1.3 Test purpose 

To verify the ability of the receiver to receive a predefined test signal, representing a birth-death propagation channel 
for the wanted and for the co-channel signals from serving and adjacent cells, with a BLER not exceeding a specified 
value. 

7.5.1.4 Method of test 

7.5.1.4.1 Initial conditions 

Test enviroimient: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1. Connect the SS and an AWGN noise source to the UE antenna connector as shown in figure A.IO. 

2. Set up a call according to the Generic call setup procedure. 

3 . Set the test parameters as specified in table 7.5.1.1. 

4. Enter the UE into loopback test mode and start the loopback test. 

5. Setup fading simulator as birth-death propagation condition, which is described in clause D.2.4. 

7.5.1.4.2 Procedures 

1. Measure BLER of DCH. 

7.5.1.5 Test requirements 

For the parameters specified in table 7.5.1.1 the BLER shall not exceed the value at the DPCH_Ec/Ior specified in 
table 7.5.1.2. 

7.6 Demodulation of DCH in downlink Transmit diversity modes 

7.6.1 Demodulation of DCH in open-loop transmit diversity mode 

7.6.1 .1 Definition and applicability 

The receive characteristic of the Dedicated Channel (DCH) in open loop transmit diversity mode is determined by the 
Block Error Ratio (BLER). DCH is mapped into in Dedicated Physical Channel (DPCH). 

The requirements and this test apply to all types of UTRA for the FDD UE. 

7.6.1.2 Minimum requirements 

For the parameters specified in table 7.6.1.1 the average downlink dpch _ power shall be below the specified value 
for the BLER shown in table 7.6.1.2. 
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Table 7.6.1.1 : Test parameters for DCH reception in a open-ioop transmit diversity scheme 

(Propagation condition: Case 1) 



Parameter 


Test 1 


Unit 


Phase reference 


P-CPICH 






9 


dB 




-60 


dBm / 3,84 MHz 


Information data rate 


12,2 


kbps 



Table 7.6.1.2: Test requirements for DCIH reception in open-loop transmit diversity scheme 



Test Number 


DPCH_E^ 
(antenna 1/2) 


BLER 


1 


-16,8 dB 


10-2 



The reference for this requirement is TS 25.101 [1] clause 8.6.1.1. 

7.6.1.3 Test purpose 

To verify that UE reliably demodulates the DPCH of the Node B while open loop transmit diversity is enabled during 
the connection. 

7.6.1.4 Method of test 

7.6.1.4.1 Initial conditions 

Test enviroimient: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Connect SS, multi-path fading simulators and an AWGN source to the UE anteima coimector as shown in 
figure A. 12. 

2) Set up a call according to the Generic call setup procedure. 

3) RF parameters are set up according to table 7.6.1.1 and table E 3.4. 

4) Enter the UE into loopback test mode and start the loopback test. 

5) Activate open loop Tx diversity function. 

6) Set up fading simulators as fading condition case 1, which is described in table D.2.2.1. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

7.6.1.4.2 Procedure 

1) Measure BLER in points specified in table 7.6.1.2. 

7.6.1.5 Test Requirements 

For the parameters specified in table 7.6.1.1 the BLER shall not exceed the value at the DPCH_Ec/Ior specified in 
table 7.6.1.2. 
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7.6.2 Demodulation of DCH in closed loop transmit diversity mode 

7.6.2.1 Definition and applicability 

The receive characteristic of the dedicated channel (DCH) in closed loop transmit diversity mode is determined by the 
Block Error Ratio (BLER). DCH is mapped into in Dedicated Physical Channel (DPCH). 

The requirements and this test apply to all types of UTRA for the FDD UE. 

7.6.2.2 Minimum requirements 

For the parameters specified in table 7.6.2.1 the average downlink dpch _ power shall be below the specified value 

for the BLER shown in table 7.6.2.2. 

Table 7.6.2.1 : Test Parameters for DCH Reception in closed loop transmit diversity mode 

(Propagation condition: Case 1) 



Parameter 


Testi 
(Mode 1) 


Test 2 
(Mode 2) 


Unit 


^orl^oc 


9 


9 


dB 




-60 


-60 


dBm/3,84 IVlHz 


Information data rate 


12,2 


12,2 


l<bps 


Feedback error ratio 


4 


4 


% 



Table 7.6.2.2: Test requirements for DCH reception in feedback transmit diversity mode 



Test Number 


DPCH_E, (ggg 

lor 


BLER 


1 


-18,0 dB 


10-2 


2 


-18,3dB 


10-2 


NOTE: This is the total power from both antennas. Power 
sharing between antennas are closed loop mode 
dependent as specified in TS 25.214 [5]. 



The reference for this requirement is TS 25.101 [1] clause 8.6.2.1. 

7.6.2.3 Test purpose 

To verify that UE rehably demodulates the DPCH of the Node B while closed loop transmit diversity is enabled during 
the connection. 

7.6.2.4 Method of test 

7.6.2.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Connect SS, multi-path fading simulators and an AWGN source to the UE antenna connector as shown in 
figure A. 12. 

2) Set up a call according to the Generic call setup procedure. 

3) RF parameters are set up according to table 7.6.2.1 and table E 3.5. 

4) Enter the UE into loopback test mode and start the loopback test. 



ETSI 



3GPP TS 34.121 version 3.6.0 Release 1999 



74 



ETSI TS 134 121 V3.6.0 (2001-09) 



5) Activate closed loop Tx diversity function. 

6) Set up fading simulators as fading condition case 1, which is described in table D.2.2.1. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

7.6.2.4.2 Procedure 

1) Measure BLER in points specified in table 7.6.2.2. 

7.6.2.5 Test Requirements 

For the parameters specified in table 7.6.2.1 the BLER shall not exceed the value at the DPCH_Ec/lor specified in 
table 7.6.2.2. 

7.6.3 Demodulation of DCH in Site Selection Diversity Transmission 
Power Control mode 

7.6.3.1 Definition and applicability 

The bit error characteristics of UE receiver is determined in Site Selection Diversity Transmission Power Control 
(SSDT) mode. Two Node B emulators are required for this performance test. The delay profiles of signals received 
from different base stations are assumed to be the same but time shifted by 10 chip periods. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

7.6.3.2 Minimum requirements 

The downhnk physical channels and their relative power to lor are the same as those specified in clause E.3.3 
irrespective of Node Bs and the test cases. DPCH_Ec/Ior value applies whenever DPDCH in the cell is transmitted. In 
Test 1 and Test 3, the received powers at UE from two Node Bs are the same, while 3dB offset is given to one that 
comes from one of Node Bs for Test 2 and Test 4 as specified in table 7.6.3.1. 

For the parameters specified in table 7.6.3.1 the average downlink dpch _E^ power shall be below the specified value 
for the BLER shown in table 7.6.3.2. 



Table 7.6.3.1 : DCH parameters in multi-path propagation conditions during SSDT mode 

(Propagation condition: Case 1) 



Parameter 


Testi 1 Test 2 | Test 3 | Test 4 


Unit 


Phase reference 


P-CPICH 




^or\ 1 ^oc 





-3 








dB 


^or2 1 ^oc 











-3 


dB 


^oc 


-60 


dBm/3,84 MHz 


Information Data Rate 


12,2 


12,2 


12,2 


12,2 


kbps 


Feedback error rate (note) 


4 


4 


4 


4 


% 


Number of FBI bits assigned 
to "S" Field 


1 


1 


2 


2 




Code word Set 


Long 


Long 


Short 


Short 




NOTE: Feedback error rate is defined as FBI bit error rate. 
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Table 7.6.3.2: DCH requirements in multi-patli propagation conditions during SSDT lUlode 



Test Number 


DPCH_E^ 

^ or 


BLER 


1 


-7,5 dB 


10-2 


2 


-6,5 dB 


10-2 


3 


-10,5dB 


10-2 


4 


-9,2 dB 


10-2 



The reference for this requirement is TS 25.101 [1] clause 8.6.3.1. 

7.6.3.3 Test purpose 

To verify that UE reliably demodulates the DPCH of the selected Node B while site selection diversity is enabled 
during soft handover. 

7.6.3.4 Method of test 

7.6.3.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Connect two SS's, multi-path fading simulators and an AWGN source to the UE anteima coimector as shown in 
figure A. 1 1 . 

2) Set up a call according to the Generic call setup procedure, and RE parameters are set up according to 
table 7.6.3.1 and table 7.6.3.2. 

3) Enter the UE into loopback test mode and start the loopback test. 

4) Activate SSDT function. 

5) Set up fading simulators as fading condition case 1, which is described in table D.2.2. 1. 

7.6.3.4.2 Procedure 

Measure BLER in points specified in table 7.6.3.2. 

7.6.3.5 Test Requirements 

BLER shall not exceed the value at the DPCH_Ec/Ior specified in table 7.6.3.2. 

7.7 Demodulation in Handover conditions 

7.7.1 Demodulation of DCH in Inter-Cell Soft Handover 
7.7.1 .1 Definition and applicability 

The bit error ratio characteristics of UE is determined during an inter-cell soft handover. During the soft handover a UE 
receives signals from different Base Stations. A UE has to be able to demodulate two P-CCPCH channels and to 
combine the energy of DCH channels. Delay profiles of signals received from different Base Stations are assumed to be 

the same but time shifted by 10 chips. 

The receive characteristics of the different channels during inter-cell handover are determined by the Block Error Ratio 
(BLER) values. 
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The UE shall be tested only according to the data rate, supported. The data-rate-corresponding requirements shall apply 
to the UE. 

7.7.1.2 Minimum requirements 

For the parameters specified in table 7.7.1.1 the average downlink dpch _E^ power shall be below the specified value 
for the BLER shown in table 7.7.1.2. 

Table 7.7.1.1 : DCH parameters in multi-path propagation conditions during Soft Handoff (Case 3) 



Parameter 


Testi 1 Test 2 | Test 3 | Test 4 


Unit 


Phase reference 


P-CPICH 




Krllhc and iorllhc 





3 6 


dB 


^oc 


-60 


dBm/3,84 MHz 


Information Data Rate 


12,2 1 64 1 144 1 384 


kbps 



Table 7.7.1.2: DCH requirements in multi-path propagation conditions during Soft Handoff (Case 3) 



Test Number 


DPCH_E^ 

lor 


BLER 


1 


-15,2 dB 


10-2 


2 


-11,8 dB 


10-1 




-1 1 ,3 dB 


10-2 


3 


-9,6 dB 


10-1 




-9,2 dB 


10-2 


4 


-8,0 dB 


10-1 




-5,5 dB 


10-2 



The reference for this requirement is TS 25.101 [1] clause 8.7.1.1. 

7.7.1.3 Test purpose 

To verify that the BLER does not exceed the value at the DPCH_Ec/Ior specified in table 7.7.1.2. 

7.7.1.4 Metliod of test 

7.7.1.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 
[TBD] 

7.7.1.4.2 Procedures 

1) Connect the SS, multi-path fading simulator and an AWGN noise source to the UE antenna connector as shown 
in figure A.ll. 

2) Set up the call. 

3) Set the test parameters for test 1-5 as specified in table 7.7.1.1. 

4) Count, at the SS, the number of information blocks transmitted and the number of correctly received information 
blocks at the UE. 



ETSI 



3GPP TS 34.121 version 3.6.0 Release 1999 



77 



ETSI TS 134 121 V3.6.0 (2001-09) 



5) Measure BLER of DCH channel. 

7.7.1.5 Test requirements 

For the parameters specified in table 7.7.1.1 the BLER shall not exceed the value at the DPCH_Ec/Ior specified in 
table 7.7.1.2. 

7.7.2 Combining of TPC commands from radio links of different radio link 
sets 

7.7.2.1 Definition and applicability 

When a UE is in soft handover, multiple TPC commands may be received in each slot from different cells in the active 
set. In general, the TPC commands transmitted in the same slot in the different cells may be different and need to be 
combined to give TPC_cmd as specified in TS 25.214 [5], in order to determine the required uplink power step. 

The requirements and this test apply to aU types of UTRA for the FDD UE. 

7.7.2.2 Minimum requirements 

Test parameters are specified in table 7.7.2.1. The delay profiles of the signals received from the different cells are the 
same but time-shifted by 10 chips. 

For Test 1, the uplink power changes between adjacent slots shall be as shown in table 7.7.2.2 over the 4 consecutive 
slots. Note that this case is without an additional noise source Iqc. 

For Test 2, the Celll and Cell2 TPC patterns are repeated a number of times. If the transmitted power of a given slot is 
increased compared to the previous slot, then a variable "Transmitted power UP" is increased by one, otherwise a 
variable "Transmitted power DOWN" is increased by one. The requirements for "Transmitted power UP" and 
"Transmitted power DOWN" are shown in table 7.7.2.3. 



Table 7.7.2.1 : Parameters for TPC command combining 



Parameter 


Test 1 1 Test 2 


Unit 


Phase reference 


P-CPICH 




DPCH_Ec/lor 


-12 


dB 


and 


-60 


dBm /3,84 IVIHz 






-60 


dBm / 3,84 MHz 


Power-Control-Algorithm 


Algorithm 1 




Cell 1 TPC commands 
over 4 slots 


{0,0,1,1} 




Cell 2 TPC commands 
over 4 slots 


{0,1,0,1} 




Information Data Rate 


12,2 


Kbps 


Propagation condition 


Static without 
AWGN source 

he 


Multi-path 
fading case 3 





Table 7.7.2.2: Requirements for Test 1 



Test Number 


Required power clianges over 
ttie 4 consecutive slots 


1 


Down, Down, Down, Up 
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Table 7.7.2.3: Requirements for Test 2 



Test Number 


Ratio 

(Transmitted power UP) / 
(Total number of slots) 


Ratio 

(Transmitted power DOWN) 
/ (Total number of slots) 


2 


>0,25 


>0,5 



The reference for this requirement is TS 25.101 [1] clause 8.7.2.1. 

7.7.2.3 Test purpose 

To verify that the combining of TPC commands received in soft handover results in TPC_cmd being derived so as to 
meet the requirements stated in tables 7.7.2.2 and 7.7.2.3. 

7.7.2.4 Method of test 

7.7.2.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Connect two SS's to the UE antenna connector as shown in figure A. 13. 

2) Set the test parameters as specified in table 7.7.2.1 for Test 1. 

3) Set up a call according to the Generic Call Setup procedure. 

4) Signal the upUnk DPCH power control parameters to use Algorithm 1 and a step size of IdB. 

5) Enter the UE into loopback test mode and start the loopback test. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding the generic call setup procedure and loopback test. 

7.7.2.4.2 Procedures 

1) Before proceeding with paragraph (2), set the output power of the UE, measured at the UE antenna connector, to 
be in the range -10 ± 9 dBm. This may be achieved by setting the downlink signal (lor) to yield an appropriate 
open loop output power and/or by generating suitable downlink TPC commands from the SSs. 

2) Send the following sequences of TPC commands in the downlink from each SS over a period of 5 timeslots: 





Downlink TPC commands 




Slot #0 


Slot #1 


Slot #2 


Slot #3 


Slot #4 


SS1 











1 


1 


SS2 








1 





1 



3) Measure the average output power at the UE antenna connector in timeslots #0, 1, 2, 3 and 4, not including the 
25 |AS transient periods at the start and end of each slot. 

4) End test 1 and disconnect UE. 

5) Connect two SS's and an AWGN source to the UE antenna coimector as shown in figure A. 1 1 . 

6) Initialise variables "Transmitted power UP" and "Transmitted power DOWN" to zero. 

7) Set the test parameters as specified in table 7.7.2.1 for Test 2. 

8) Set up a call according to the Generic Call Setup procedure. 

9) Signal the uplink DPCH power control parameters to use Algorithm 1 and a step size of 1 dB. 

10) Enter the UE into loopback test mode and start the loopback test. 
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ll)Performthe following steps a) to d) [15] times: 

a) Before proceeding with step b), set the output power of the UE, measured at the UE anteima cormector, to be 
in the range -10 ± 9 dBm. This may be achieved by generating suitable downUnk TPC commands from the 
SSs. 

b) Send the following sequences of TPC commands in the downlink from each SS over a period of 33 timeslots: 





Downlink TPC commands 


SSI 


100110011001100110011001100110011 


SS2 


101010101010101010101010101010101 



c) Measure the average output power at the UE antenna connector in each timeslot, not including the 25 |J,s 
transient periods at the start and end of each slot. 

d) For each timeslot from the 2nd timeslot to the 33rd timeslot inclusive: 

- if the average power in that timeslot is greater than or equal to the average power in the previous timeslot 
plus 0,5 dB, increment "Transmitted power UP" by 1; 



- if the average power in that timeslot is less than or equal to the average power in the previous timeslot 
minus 0,5 dB, increment "Transmitted power DOWN" by 1. 



7.7.2.5 Test requirements 

1) In Step 2) of clause 7.7.2.4.2, the average power in slot #1 shall be less than or equal to the average power in slot 

#0 minus 0,5 dB. 

2) In Step 2) of clause 7.7.2.4.2, the average power in slot #2 shall be less than or equal to the average power in slot 
#1 minus 0,5 dB. 

3) In Step 2) of clause 7.7.2.4.2, the average power in slot #3 shall be less than or equal to the average power in slot 
#2 minus 0,5 dB. 

4) In Step 2) of clause 7.7.2.4.2, the average power in slot #4 shall be greater than or equal to the average power in 
slot #3 plus 0,5 dB. 

5) At the end of the test, "Transmitted power UP" shall be greater than or equal to [95] and "Transmitted power 
DOWN" shall be greater than or equal to [210]. 

NOTE: The test limits in requirements (4) and (5) have been computed to give a confidence level of [99,7] % that 
a UE which follows the core requirements will pass. The number of timeslots has been chosen to get a 
good compromise between the test time and the risk of passing a bad UE. 



7.8 Power control in downlink 

Power control in the downUnk is the ability of the UE receiver to converge to required link quality set by the network 
while using as low power as possible in downlink. If a BLER target has been assigned to a DCCH (See clause C.3), 
then it has to be such that outer loop is based on DTCH and not on DCCH. 



7.8.1 Power control in the downlink, constant BLER target 



7.8.1 .1 Definition and applicability 

Power control in the downlink is the ability of the UE receiver to converge to required link quality set by the network 
while using as low power as possible in downlink. If a BLER target has been assigned to a DCCH (See clause C.3), 
then it has to be such that outer loop is based on DTCH and not on DCCH. The requirements and this test apply to aU 
types of UTRA for the FDD UE. 



ETSI 



3GPP TS 34.121 version 3.6.0 Release 1999 



80 



ETSI TS 134 121 V3.6.0 (2001-09) 



7.8.1.2 Minimum requirements 

For the parameters specified in table 7.8.1.1 the downlink dpch _ power measured values, which are averaged over 

/,„ 

one slot, shall be below the specified value in table 7.8.1.2 more than 90% of the time. BLER shall be as shown in 
table 7.8.1.2. Power control in downlink is ON during the test. 

Table 7.8.1.1 : Test parameter for downlink power control, constant BLER target 



Parameter 


Test 1 


Test 2 


Unit 


^ or hoc 


g 


-1 


dB 


^oc 


-60 


dBm/3,84 MHz 


Information Data Rate 


12,2 


kbps 


Target quality on DTCH 


0,01 


BLER 


Propagation condition 


Case 4 




Maximum_DL_Power (note) 


7 


dB 


Minimum_DL_Power (note) 


-18 


dB 


Limited Power Raise Used 


"Not used" 




NOTE: Power is compared to P-CPICH as specified in [9]. 



Table 7.8.1.2: Requirements in downlink power control, constant BLER target 



Parameter 


Test 1 


Test 2 


Unit 


DPCH _ 

^or 


-16,0 


-9,0 


dB 


Measured quality on 
DTCH 


0,01 ± 30 % 


0,01 ± 30 % 


BLER 



The reference for this requirement is TS 25.101 [1] clause 8.8.1.1. 

7.8.1.3 Test purpose 

To verify that the UE receiver is capable of converging to required Unk quaUty set by network while using as low power 
as possible. 



7.8.1.4 



Method of test 



7.8.1 .4.1 Initial conditions 

Test enviroimient: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Coimect SS, multipath fading simulator and an AWGN source to the UE anteima coimector as shown in 
figure A. 10. 

2) Set up a call according to the Generic call setup procedure. 

3) RF parameters are set up according to table 7.8.1.1. 

4) Enter the UE into loopback test mode and start the loopback test. 

5) SS signals to UE target quality value on DTCH as specified in table 7.8.1.1. SS will vary the physical channel 
power in downlink according to the TPC conomands from UE. Downlink power control mode (DPC_MODE) 
shall be used. At the same time BLER is measured. This is continued until the target quaUty value on DTCH is 
met, within the minimum accuracy requirement. 



See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 
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DPCH E 

1) After the target quality on DTCH is met, BLER is measured. Simultaneously the downlink = — — 



power 

averaged over one slot is measured. This is repeated until adequate amount of measurements is done to reach the 
required confidence level. 

DPCH E 

2) The measured quaUty on DTCH (BLER) and the measured downlink = — - power values averaged over 

one slot are compared to limits in table 7.8.1.2. 

7.8.1.5 Test Requirements 

a) The measured quaUty on DTCH does not exceed the values in table 7.8.1 .2. 

DPCH E 

b) The downlink = — - power values, which are averaged over one slot, shall be below the values in 

table 7.8.1.2 more than 90 % of the time. 

7.8.2 Power control in the downlink, initial convergence 
7.8.2.1 Definition and applicability 

This requirement verifies that DL power control works properly during the first seconds after DPCH connection is 
established. The requirements and this test apply to all types of UTRA for the FDD UE. 



7.8.2.2 



Minimum requirements 



For the parameters specified in table 7.8.2.1 the downUnk DPCH_Ec/Ior power measured values, which are averaged 
over 50 ms, shall be within the range specified in table 7.8.2.2 more than 90 % of the time. Tl equals to 500 ms and it 
starts 10 ms after the DPDCH connection is initiated. T2 equals to 500 ms and it starts when Tl has expired. Power 
control is ON during the test. 

Table 7.8.2.1 : Test parameters for downlink power control, initial convergence 



Parameter 


Test 1 


Test 2 


Test 3 


Test 4 


Unit 


Target quality value on 
DTCH 


0,01 


0,01 


0,1 


0,1 


BLER 


Initial DPCH Ec/lor 


-5,9 


-25,9 


-2,1 


-22,1 


dB 


Information Data Rate 


12,2 


12,2 


64 


64 


kbps 




-1 


dB 


loc 


-60 


dBm/3,84 MHz 


Propagation condition 


Static 




Maximum_DL_Power (note) 


7 


dB 


Minimum_DL_Power (note) 


-18 


dB 


Limited Power Raise Used 


"Not used" 




NOTE: Power is compared to P-CPICH as specified in [9]. 



Table 7.8.2.2: Requirements in downlinic power control, initial convergence 



Parameter 


Test 1 and Test 2 


Test 3 and Test 4 


Unit 


DPCH_E^ durinaTI 


-18,9 <DPCH_Ec/lor< -11,9 


-15,1 <DPCH_Ec/lor<-8,1 


dB 


DPCH_E^ durinaT2 


-18,9 < DPCH_Ec/lor < -14,9 


-15,1 < DPCH_Ec/lor<-11,1 


dB 
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The reference for this requirement is TS 25.101 [1] clause 8.8.2.1. 

7.8.2.3 Test purpose 

To verify that DL power control works properly during the first seconds after DPCH connection is established. 

7.8.2.4 Method of test 

7.8.2.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 

Frequencies to be tested: mid range; see clause G.2.4. 

1) Connect SS, multipath fading simulator and an AWGN source to the UE anteima coimector as shown in 
figure A. 10. 

7.8.2.4.2 Procedure 

1) Set up call using test parameters according to table 7.8.2.1. 

2) SS signals to UE target quality value on DTCH as specified in table 7.8.2.1. SS will vary the physical channel 
power in downlink according to the TPC commands from UE. Downlink power control mode (DPC_MODE) 
shall be used. 

3) Measure DPCH _E^ power averaged over 50 ms during Tl. Tl starts 10 ms after DPDCH coimection is 

lor 

initiated and Tl equals to 500 ms. 

4) Measure DPCH _ power averaged over 50 ms during T2. T2 starts, when Tl has expired and T2 equals to 

lor 

500 ms. 

7.8.2.5 Test Requirements 

a) The downlink DPCH _E^ power values shall be within the range specified in table 7.8.2.2 during Tl more than 
90 % of the time. 

b) The downlink DPCH _E^ power values shall be within the range specified in table 7.8.2.2 during T2 more than 
90 % of the time. 

7.8.3 Power control in the downlink, wind up effects 
7.8.3.1 Definition and applicability 

This requirement verifies that, after the downlink maximum power is limited in the UTRAN and it has been released 
again, the downlink power control in the UE does not have a wind up effect, i.e. the required DL power has increased 
during time period the DL power was limited. The requirements and this test apply to all types of UTRA for the FDD 
UE. 
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7.8.3.2 Minimum requirements 

This test is run in three stages where stage 1 is for convergence of the power control loop, in stage two the maximum 
downlink power for the dedicated channel is Utnited not to be higher than the parameter specified in table 7.8.3.1. All 
parameters used in the three stages are specified in table 7.8.3.1. The downlink dpch _£ power measured values, 

/,„ 

which are averaged over one slot, during stage 3 shall be lower than the value specified in table 7.8.3.2 more than 90 % 
of the time. Power control of the UE is ON during the test. 



Table 7.8.3.1 : Test parameter for downlink power control, wind-up effects 



Parameter 


Test 1 


Unit 




Stage 1 


Stage 2 


Stage 3 




Time in eacli stage 


>15 


5 


0,5 


s 


^orl^oc 


5 


dB 


^oc 


-60 


dBm/3,84 MHz 


Information Data Rate 


12,2 


kbps 


Quality target on DTCH 


0,01 


BLER 


Propagation condition 


Case 4 




Maximum_DL_Power (note) 


7 1 -6,2 1 7 


dB 


Minimum_DL_Power (note) 


-18 


dB 








Limited Power Raise Used 


"Not used" 




NOTE: Power is compared to P-CPICH as specified in [9]. 



Table 7.8.3.2: Requirements in downlink power control, wind-up effects 



Parameter 


Test 1 , stage 3 


Unit 


DPCH _ 

lor 


-13,3 


dB 



The reference for this requirement is TS 25.101 [1] clause 8.8.3.1. 

7.8.3.3 Test purpose 

To verify that the UE downlink power control does not require too high downlink power during a period after the 
downlink power is limited by the UTRAN. 
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7.8.3.4 Method of test 

7.8.3.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Connect SS, multipath fading simulator and an AWGN source to the UE antenna connector as shown in 
figure A. 10. 

2) Set up a call according to the Generic call setup procedure. 

3) Enter the UE into loopback test mode and start the loopback test. 

4) RF parameters are set up according to table 7.8.3.1. Stage 1 is used for the power control to converge and during 
Stage 2 the maximum downlink power is limited by UTRAN. 

5) SS signals to UE target quality value on DTCH as specified in table 7.8.3.1. SS will vary the physical channel 
power in downlink according to the TPC commands from UE. Downlink power control mode (DPC_MODE) 
shall be used. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

7.8.3.4.2 Procedure 

1) Measure dpch _ power during stage 3 according to table 7.8.3. 1. 

7.8.3.5 Test Requirements 

The downUnk dpch _ power values, which are averaged over one slot, shall be lower than the level specified in 

/„,. 

table 7.8.3.2 during stage 3 more than 90 % of the time. 

7.9 Downlink compressed mode 

Downlink compressed mode is used to create gaps in the downlink transmission, to allow the UE to make 
measurements on other frequencies. 

7.9.1 Single link performance 

7.9.1 .1 Definition and applicability 

The receiver single link performance of the Dedicated Traffic Channel (DCH) in compressed mode is determined by the 
Block Error Ratio (BLER) and transmitted DPCH_Ec/Ior power in the downlink. 

The compressed mode parameters are given in clause C.5. Tests 1 and 2 are using Set 1 compressed mode pattern 
parameters from table C.5.1 in clause C.5 while tests 3 and 4 are using Set 2 compressed mode patterns from the same 
table. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

7.9.1.2 Minimum requirements 

DPCH E 

For the parameters specified in table 7.9.1 the downlink — - power measured values, which are averaged 

over one slot, shall be below the specified value in table 7.9.2 more than 90% of the time. The measured quahty on 
DTCH shall be as required in table 7.9.2. 
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Downlink power control is ON during the test. Uplink TPC commands shall be error free. System simulator shall 
increase the transmitted power during compressed frames by the same amount that UE is expected to increase its SIR 
target during those frames. 



Table 7.9.1 : Test parameter for downlink compressed mode 



Parameter 


Test 1 


Test 2 


Tests 


Test 4 


Unit 


CI Lci o 1 n 1 





3 





3 


rlR 


Delta SIR afterl 





3 





3 


dB 


Delta SIR2 














dB 


Delta SIR after2 














dB 


^ or hoc 


g 


dB 




-60 


dBm /3,84 MHz 


Information Data Rate 


12,2 


kbps 


Propagation condition 


Case 2 




Target quality value on DTCH 


0,01 


BLER 


Maximum DL Power (note) 


7 


dB 


Minimum DL Power (note) 


-18 


dB 


Limited Power Raise Used 


"Not used" 




NOTE: Power is compared to P-CPICH as specified In [9]. 



Table 7.9.2: Requirements in downlinic compressed mode 



Parameter 


Testi 


Test 2 


Tests 


Test 4 


Unit 


DPCH _E^ 

lor 


-14,8 


No 

requirements 


-15,4 


No 

requirements 


dB 


Measured quality of 
compressed and recovery 
frames 


No 

requirements 


< 0,001 


No 

requirements 


< 0,001 


BLER 


Measured quality on DTCH 


0,01 ± 30 % 


BLER 



The reference for this requirement is TS 25.101 [1] clause 8.9.1.1. 

7.9.1.3 Test purpose 

The purpose of this test is to verify the reception of DPCH in a UE while downlink is in a compressed mode. The UE 
needs to preserve the BLER using sufficient low DL power. It is also verified that UE applies the Delta SIR values, 
which are signaled from network, in its outer loop power control algorithm. 

7.9.1.4 Method of test 



7.9.1 .4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Connect SS, multipath fading simulator and an AWGN source to the UE antenna connector as shown in 
figure A.IO. 

2) Set up a call according to the Generic call setup procedure. 

3) RF parameters are set up according to table 7.9.1. SS shall increase the transmitted power during compressed 
mode frames by the same amount that UE is expected to increase its SIR target during those frames. 

4) Set compressed mode parameters according to table C.5.1. Tests 1 and 2 are using Set 1 compressed mode 
pattern parameters and while tests 3 and 4 are using Set 2 compressed mode pattern parameters. 

5) Enter the UE into loopback test mode and start the loopback test. 
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6) SS signals to UE target quality value on DTCH as specified in table 7.9.1. Uplink TPC commands shall be error 
free. SS will vary the physical channel power in downlink according to the TPC commands from UE. SS 
response time for UE TPC commands shall be one slot. At the same time BLER is measured. This is continued 
until the target quaUty value on DTCH is met, within the minimum accuracy requirement. 

See TS 34.108 [3] and TS 34.109 [4] for details regarding generic call setup procedure and loopback test. 

7.9.1.4.2 Procedure 

1) Test 1: Measure quality on DTCH and DPCH power values averaged over one slot. 

2) Test 2: Measure quality on DTCH and quality of compressed and recovery frames. 

3) Test 3: Measure quality on DTCH and DPCH power values averaged over one slot. 

4) Test 4: Measure quality on DTCH and quality of compressed and recovery frames. 

7.9.1.5 Test requirements 

a) Test 1: The downlink DPCH _E^ power values averaged over one slot shall be below the values in table 7.9.2 

more than 90 % of the time. The measured quality on DTCH shall be as required in table 7.9.2. 

b) Test 2: Measured quality on DTCH and measured quality of compressed and recovery frames do not exceed the 
values in table 7.9.2. 

c) Test3: The downhnk DPCH _ power values averaged over one slot shall be below the values in table 7.9.2 

more than 90 % of the time. The measured quality on DTCH shall be as required in table 7.9.2. 

d) Test 4: Measured quality on DTCH and measured quality of compressed and recovery frames do not exceed the 
values in table 7.9.2. 

7. 1 Blind transport format detection 

7.10.1 Definition and applicability 

Performance of Blind transport format detection is determined by the Block Error Ratio (BLER) values and by the 
measured average transmitted DPCH_Ec/Ior value. 

7.10.2 Minimum requirements 

For the parameters specified in table 7.10.1 the average downlink dpch power shall be below the specified value 
for the BLER and FDR shown in table 7.10.2. 



Table 7.10.1 : Test parameters for Blind transport format detection 



Parameter 


Testi 1 Test 2 | Test 3 


Test 4 1 Tests | Teste 


Unit 




-1 


-3 


dB 


^oc 


-60 


dBm /3.84 IVIHz 


Information Data Rate 


12,2 7,95 1,95 
(ratel) (rate 2) (rate 3) 


12,2 7,95 1,95 
(rate 1 ) (rate 2) (rate 3) 


l<bps 


propagation condition 


static 


multi-patin fading case 3 




TFCI 


off 
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Table 7.10.2: The Requirements for DCH reception in Blind transport format detection 



Test Number 


DPCH_E^ 


BLER 


FDR 


1 


-17,7dB 


10-2 


10-4 


2 


-17,8dB 


10-2 


10-4 


3 


-18,4dB 


10-2 


10-4 


4 


-13,0dB 


10-2 


10-4 


5 


-13,2dB 


10-2 


10-4 


6 


-13,8dB 


10-2 


10-4 


NOTE: The value of DPCH Ec/lor, loc, and lor/loc are defined in case 
of DPCH is transmitted. 



NOTE: In the test, 9 deferent Transport Format Combinations (table 7. 10.3) are sent during the call set up 
procedure, so that UE has to detect correct transport format in this 9 candidates. 

Table.7.10.3: Transport format combinations informed during thie call set up procedure in the test 





1 


2 


3 


4 


5 


6 


7 


8 


9 


DTCH 


12,2 k 


10,2 l< 


7,95 l< 


7,4 k 


6,7 k 


5,9 k 


5,15 k 


4,75 k 


1,95 k 


DCCH 










2,4 k 











7.10.3 Test purpose 

To verify the ability of the blind transport format detection to receive a predefined test signal, representing a static 

propagation channel for the wanted and for the co-channel signals from serving and adjacent cells, with a block error 
ratio (BLER) and false transport format detection ratio (FDR) not exceeding a specified value. 

To verify the abiUty of the blind transport format detection to receive a predefined test signal, representing a malti-path 
propagation channel for the wanted and for the co-chaimel signals from serving and adjacent cells, with a block error 
ratio (BLER) and false transport format detection ratio (FDR) not exceeding a specified value. 

7.10.4 Method of test 

7.10.4.1 Initial conditions 

Test environment: normal; see clauses G.2.1 and G.2.2. 

Frequencies to be tested: mid range; see clause G.2.4. 

1. Connect the SS and AWGN noise source to the UE antenna connector as shown in figure A.9 in the case for 
test 1-3. Coimect the SS, multipath fading simulator and an AWGN noise source to the UE anteima coimector as 
shown in figure A.IO in the case of test 4-6. 

2. Set up a call according to the Generic call setup procedure. 

3. Set the test parameters for test 1-6 as specified table 7.10.1 and table 7.10.2. 

4. Enter the UE into loopback test mode and start the loopback test. 

5. In the case of test 4-6, Setup fading simulator as fading condition case 3 which are described in table D.2.2.1. 

7.10.4.2 Procedure 

Measure BLER and FDR of DCH. 
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7.10.5 Test requirements 

BLER and FDR shall not exceed the values at the DPCH_Ec/Ior specified in table 7.10.2. 



8 Requirements for support of RRM 

8.1 General 

8.2 Idle Mode Tasks 

8.2.1 Cell Selection 

Void. 

8.2.2 Cell Re-Selection 

8.2.2.1 Scenario 1 : Single carrier case 

8.2.2.1 .1 Definition and applicability 



The cell re-selection delay is defined as the time from the cell quahty levels change to the moment when this change 
makes the UE reselect a better ranked cell, and starts to send preambles on the PRACH for the RRC CONNECTION 
REQUEST message to perform a Location Registration on the new cell. 

The requirements and this test apply to the FDD UE. 

8.2.2.1.2 Minimum requirement 

The cell re-selection delay shall be less than 8 s with a DRX cycle length of 1.28 s. This shall be verified in more than 

[FFS1% of the cases with a confidence level of [FFS]%. 

The normative reference for this requirement is TS 25.133 [2] clauses 4.2.2.2 and A.4.2.1. 

8.2.2.1.3 Test purpose 

To verify that the UE meets the minimum requirement. 

8.2.2.1.4 Method of test 
8.2.2.1 .4.1 Initial conditions 

This scenario implies the presence of 1 carrier and 6 cells as given in tables 8.2.2.1.1 and 8.2.2.1.2. The UE is requested 
to monitor neighbouring cells on 1 carrier. The maximum repetition period of the relevant system info blocks that needs 
to be received by the UE to camp on a cell shall be 1 280 ms. Cell 1 and cell 2 shall belong to different Location Areas. 
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Table 8.2.2.1.1 : General test parameters for Cell Re-selection single carrier multi-cell case 



Parameter 


Unit 


Value 


Comment 


Access Service Class (ASC#0) 
- Persistence value 


- 


1 


Selected so that no additional delay is 
caused by the random access 
procedure. The value shall be used for 
all cells in the test. 


DRX cycle length 


s 


1,28 


The value shall be used for all cells in 
the test. 


T1 


s 


15 


T1 need to be defined so that cell re- 
selection reaction time is taken into 
account. 


T2 


s 


15 


T2 need to be defined so that cell re- 
selection reaction time is taken into 
account. 
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Table 8.2.2.1.2: Test parameters for Cell re-selection single carrier multi cell 



Da ra m pt Ar 

~Cll Cll 1 IdCI 


Unit 

Ul III 


Cell 1 


Cell 2 


Cell 3 

wCII O 


Cell 4 


Cell 5 


Cell 6 






T1 


T2 


T1 


T2 


T1 1 T2 


T1 1 T2 


T1 1 T2 


T1 1 T2 


UTRA RF Channel 
Number 




Channel 1 


Channel 1 


Channel 1 


Channel 1 


Channel 1 


Channel 1 


CPICH Ec/lor 


dB 


-10 


-10 


-10 


-10 


-10 


-10 


PCCPCH Ec/lor 


dB 


-12 


-12 


-12 


-12 


-12 


-12 


SCH Ec/lor 


dB 


-12 


-12 


-12 


-12 


-12 


-12 


RICH Ec/lor 


dB 


-15 


-15 


-15 


-15 


-15 


-15 


OCNS Ec/lor 


dB 


-0,94- 




-0,941 


-0,941 


-0,941 


-0,941 


-0,941 


/ // 

or 1 oc 


dB 


7,3 


10,27 


10,27 


7,3 


0,27 


0,27 


0,27 


0,27 




abm / 

O OA hy|LJ-7 

o,o4 MnZ 


-70 


Orion tC/IO 


ab 


-16 


-13 


-13 


-16 


-23 


-23 


-23 


-23 


Propagation 
Condition 




AWGN 


Cell_selection_and_ 




















reselection_quality_ 




CPICH Ec/No 


CPICH Ec/No 


CPICH Ec/No 


CPICH Ec/Nq 


CPICH Eo/Nq 


CPICH Ec/No 


measure 




















Qqualmin 


/4 ID 




20 


-20 


-20 


-20 


-20 


-20 


Qrxlevmin 


dBm 


-115 


-115 


-115 


-115 


-115 


-115 


U E_TXP W R_MAX_ 
HALrM 


dB 


21 


21 


21 


21 


21 


21 






CI , C2: 


C2, C1:0 


C3, C1:0 


C4, C1:0 


C5, C1:0 


C6, C1:0 






C1,C3:0 


C2, C3: 


C3, C2: 


C4, C2: 


C5, C2: 


C6, C2: 


uonsei^is, n 


Od 


C1, C4: 


C2, C4: 


C3, C4: 


C4, C3: 


C5, C3: 


C6, C3: 






C1, C5: 


C2, C5: 


C3, C5: 


C4, C5: 


C5, C4: 


C6, C4; 






C1, C6: 


C2, C6: 


C3, C6: 


C4, C6: 


C5, C6: 


C6, C5: 


Qhyst2 


dB 




















PENALTY TIME 


s 




















TEMPORARY OFF 

SET2 


dB 




















Treselection 


s 




















Sintrasearch 


dB 


not sent 


not sent 


not sent 


not sent 


not sent 


not sent 
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8.2.2.1.4.2 Procedure 

a) The SS activates cell 1-6 with Tl defined parameters and monitors cell 1 and 2 for random access requests from 
theUE. 

b) The UE is switched on. 

c) The SS waits for random access requests from the UE. 

d) After 15 s, the parameters are changed as described for T2. 

e) The SS waits for random access requests from the UE. 

f) After another 15 s, the parameters are changed as described for Tl. 

g) The SS waits for random access requests from the UE. 

h) Repeat step d) to g) [TBD] times. 

8.2.2.1 .5 Test requirements 

1) In step c), after the UE has responded on cell 2, it shall not respond on any other cell (cell selection). 

2) In step e), the UE shall respond on cell 1 within 8 s. 

3) In step g), the UE shall respond on cell 2 within 8 s. 

For the test to pass, the total number of fiilfiUed test requirements 2) and 3) shall be more than [FFS]% of the cases. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance appUed 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

8.2.2.2 Scenario 2: Multi carrier case 

8.2.2.2.1 Definition and applicability 

The cell re-selection delay is defined as the time from the cell quahty levels change to the moment when this change 
makes the UE reselect a better ranked cell, and starts to send preambles on the PRACH for the RRC CONNECTION 
REQUEST message to perform a Location Registration on the new cell. 

The requirements and this test apply to the FDD UE. 

8.2.2.2.2 Minimum requirement 

The cell re-selection delay shall be less than 8 s with a DRX cycle length of 1.28 s. This shall be verified in more than 

[FFS1% of the cases with a confidence level of [FFS]%. 

The normative reference for this requirement is TS 25.133 [2] clauses 4.2.2.3 and A.4.2.2. 

8.2.2.2.3 Test purpose 

To verify that the UE meets the minimum requirement. 

8.2.2.2.4 Method of test 
8.2.2.2.4.1 Initial conditions 

This scenario implies the presence of 2 carriers and 6 cells as given in tables 8.2.2.2.1 and 8.2.2.2.2. The UE is 
requested to monitor neighbouring cells on 2 carriers. The maximum repetition period of the relevant system info 
blocks that needs to be received by the UE to camp on a cell shall be 1 280 ms. Cell 1 and cell 2 shall belong to 
different Location Areas. 
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Table 8.2.2.2.1 : General test parameters for Cell Re-selection in multi carrier case 



raraiTiSlsr 


1 Init 


Value 


^oinineni 


Access Service Class (ASC#0) 
- Persistence value 




1 


Selected so that no additional delay is caused by 
the random access procedure. The value shall be 
used for all cells in the test. 


DRX cycle length 


s 


1,28 


The value shall be used for all cells in the test. 


T1 


s 


30 


11 need to be defined so that cell re-selection 
reaction time is tal<en into account. 


T2 


s 


15 


T2 need to be defined so that cell re-selection 
reaction time is taken into account. 
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Table 8.2.2.2.2: Test parameters for Cell re-selection multi carrier multi cell 



Pfi m m At P r 

r Cll Cll 1 ICICI 


Unit 

Xlt III 


Cell 1 

OCII 1 


Cell 2 

WCII £ 


Cell 3 

wCII O 


Cell 4 


Cell 5 


Cell 6 


T1 1 T2 


T1 1 T2 


T1 1 T2 


T1 1 T2 


T1 1 T2 


T1 1 T2 


UTRA RF Channel 
Number 




Channel 1 


Channel 2 


Channel 1 


Channel 1 


Channel 2 


Channel 2 


CPICH Ec/lor 


dB 


-10 


-10 


-10 


-10 


-10 


-10 


PCCPCH Ec/lor 


dB 


-12 


-12 


-12 


-12 


-12 


-12 


SCH Ec/lor 


dB 


-12 


-12 


-12 


-12 


-12 


-12 


RICH Ec/lor 


dB 


-15 


-15 


-15 


-15 


-15 


-15 


OCNS Ec/lor 


dB 


-0.941 


-0.941 


-0.941 


-0.941 


-0.941 


-0.941 


^or 1^ oc 


dB 


-3.4 2.2 


2.2 -3.4 


-7.4 -4.8 


-7.4 -4.8 


-4.8 -7.4 


-4.8 -7.4 


^oc 


.nIDm / O OA 

abm / o.o4 

MnZ 


-70 


Orion tC/IO 


rJD 
UD 


-16 1 -13 1 -13 1 -16 1 -20 1 -20 | -20 | -20 


Propagation 
Condition 




AWGN 


Cell_selection_and_ 
reselection_quality_ 
measure 




CPICH Ec/No 


CPICH Ec/No 


CPICH Ec/No 


CPICH Ec/No 


CPICH Ec/No 


CPICH Ec/No 


Qqualmin 


dB 


-20 


-20 


-20 


-20 


-20 


-20 


Qrxlevmin 


dBm 


-115 


-115 


-115 


-115 


-115 


-115 


U E_TXP W R_MAX_ 
KALrM 


dB 


21 


21 


21 


21 


21 


21 


uonsei^is, n 


UD 


C1, C2:0 
C1, C3:0 
C1, C4: 
C1, C5: 
C1, C6: 


C2, CI: 
C2, C3: 
C2, C4: 
C2, C5: 
C2, C6: 


C3, C1:0 
C3, C2: 
C3, C4: 
C3, C5: 
C3, C6: 


C4, C1:0 
C4, C2: 
C4, C3: 
C4, C5: 
C4, C6: 


C5, C1:0 
C5, C2: 
C5, C3: 
C5, C4: 
C5, C6: 


C6, C1:0 
C6, C2: 
C6, C3: 
C6, C4: 
C6, C5: 


Qhyst2 


dB 




















PENALTY TIME 


s 




















TEMPORARY OFF 
SET 


dB 




















Treselection 


s 




















Sintrasearch 


dB 


not sent 


not sent 


not sent 


not sent 


not sent 


not sent 


Sintersearch 


dB 


not sent 


not sent 


not sent 


not sent 


not sent 


not sent 
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8.2.2.2.4.2 Procedures 

a) The SS activates cell 1-6 with Tl defined parameters and monitors cell 1 and 2 for random access requests from 
theUE. 

b) The UE is switched on. 

c) The SS waits for random access requests from the UE. 

d) After 30 s, the parameters are changed as described for T2. 

e) The SS waits for random access request from the UE. 

f) After another 15 s, the parameters are changed as described for Tl. 

g) The SS waits for random access requests from the UE. 

h) Reduce Tl to 15 s and repeat step d) to g) [TBD] times. 

NOTE: Tl is initially 30 s to allow enough time for the UE to search for cells as it has no prior knowledge of 
these. 

8.2.2.2.5 Test requirements 

1) In step c), after the UE has responded on cell 2, it shall not respond on any other cell (cell selection). 

2) In step e), the UE shall respond on cell 1 within 8 s. 

3) In step g), the UE shall respond on cell 2 within 8 s. 

For the test to pass, the total number of fulfilled test requirements 2) and 3) shall be more than [FFS]% of the cases. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

8.2.3 UTRAN to GSM Cell Re-Selection 

8.2.3.1 Scenario 1 

[FFS] 

8.2.4 FDD/TDD cell re-selection 

8.2.4.1 Definition and applicability 

The cell re-selection delay is defined as the time from the cell quaUty levels change to the moment when this change 
makes the UE reselect a better ranked cell, and starts to send the RRC CONNECTION REQUEST message to perform 
a Location Registration on the new cell. 

This test is for the case where the UE camps on an FDD cell and reselects to a TDD cell. 
The requirements and this test apply to UEs supporting both FDD and TDD. 

8.2.4.2 Minimum requirement 

The cell re-selection delay shall be less than 8 s with a DRX cycle length of 1,28 s. This shall be verified in more than 
[FFS]% of the cases with a corrfidence level of [FFS]%. 

The normative reference for this requirement is TS 25.133 [2] clauses 4.2.2.4 and A.4.4. 
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8.2.4.3 Test purpose 

To verify that the UE meets the minimum requirement for the case where the UE camps on an FDD cell and reselects to 
a TDD ceU. 

8.2.4.4 Method of test 
8.2.4.4.1 Initial conditions 

This scenario implies the presence of 1 FDD and 1 TDD cell as given in tables 8.2.4.1 and 8.2.4.2. 

For this test environment the ranking/mapping function indicated in the broadcast of cell 1 shall be in such a way as to 
enable the UE to evaluate that the FDD cell 1 is better ranked than the TDD cell 2 during Tl and the TDD cell 2 is 
better ranked than the FDD cell 1 during T2. Cell 1 and cell 2 shall belong to different Location Areas. 



Table 8.2.4.1 : General test parameters for FDD/TDD cell re-selection 



Parameter 


Unit 


Value 


Comment 


Initial 
condition 


Active cell 




Cein 


FDD cell 


Neighbour cells 




Cell2 


TDD cell 


Final 

condition 


Active cell 




Cell2 




Access Service Class (ASC#0) 
- Persistence value 




1 


8elected so that no additional delay is 
caused by the random access 
procedure. The value shall be used for 
all cells in the test. 


DRX cycle length 


8 


1.28 


The value shall be used for all cells in 
the test. 


11 


S 


15 


Cell 1 better ranl<ed than cell 2 


12 


8 


15 


Cell2 better ranked than cell 1 



Table 8.2.4.2: Test parameters for FDD/TDD cell re-selection 



Parameter 


Unit 


Ceil 1 


Ceii2 


Timeslot Number 




n.a 


n.a. 





8 






















Tl 


T2 


Tl 


T2 


T 1 


T2 


UTRA RF Channel 
Number 




Channel 1 


Channel 2 


CPICH Ec/lor 


dB 


-10 


-10 


n.a. 


n.a. 


PCCPCH Ec/lor 


dB 


-12 


-12 


-3 


-3 






SCH Ec/lor 


dB 


-12 


-12 


-9 


-9 


-9 


-9 


SCH toff set 




n.a. 


n.a. 














RICH Ec/lor 




-15 


-15 






-3 


-3 


0CN8 


dB 


-0,941 


-0,941 


-4,28 


-4,28 


-4,28 


-4,28 




dB 


3 


-2 


-2 


3 


-2 


3 


he 


dBm/3. 
84 IVIHz 


-70 


CPICH RSCP 


dBm 


-77 


-82 


n.a. 


n.a. 


PCCPCH RSCP 


dBm 


n.a. 


n.a. 


-75 1 -70 




Cell_reselection_and 
quality _measure 




CPICH_R8CP 




Treselection 


s 










Propagation 
Condition 




AWGN 




AWGN 



8.2.4.4.2 Procedures 

a) The SS activates cell 1 and cell 2 with Tl defined parameters and monitors them for random access requests 
from the UE. 
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b) The UE is switched on. 

c) The SS waits for random access requests from the UE. 

d) After 15 s, the parameters are changed as described for T2. 

e) The SS waits for random access request from the UE. 

f) After another 15 s, the parameters are changed as described for Tl. 

g) The SS waits for random access requests from the UE. 

h) Repeat step d) to g) [TBD] times. 

8.2.4.5 Test requirements 

1) In step c), after the UE has responded on cell 1, it shall not respond on any other cell (cell selection). 

2) In step e), the UE shall respond on cell 2 within 8 s in more than [FFS]% of the cases. 

3) In step g), the UE shall respond on cell 1. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

8.3 UTRAN Connected Mode Mobility 

8.3.1 FDD/FDD Soft Handover 

Void 

8.3.2 FDD/FDD Hard Handover 

Void 

8.3.3 FDD/TDD Handover 

Void 

8.3.4 Inter-system Handover from UTRAN FDD to GSIVI 

Void 

8.3.5 Cell Re-selection in CELL_FACH 

8.3.5.1 One frequency present in neighbour list 

Void 

8.3.5.2 Two frequencies present in the neighbour list 

Void 
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8.3.6 Cell Re-selection in CELL_PCH 

8.3.6.1 One frequency present in the neighbour list 

Void 

8.3.6.2 Two frequencies present in the neighbour list 

Void 

8.3.7 Cell Re-selection in URA_PCH 

8.3.7.1 One frequency present in the neighbour list 

Void 

8.3.7.2 Two frequencies present in the neighbour list 

Void 

8.4 RRC Connection Control 

8.4.1 RRC Re-establishment delay 

Void 

8.4.2 Random Access 

8.4.2.1 Correct behaviour when receiving an ACK 

8.4.2.1 .1 Definition and applicability 

The random access procedure is used when establishing the layer 1 communication between the UE and UTRAN. The 
random access shall provide a fast access but without disturbing ongoing connections. The random access is specified in 
clause 6 of TS 25.214 [5] and the control of the RACH transmission is specified in clause 11.2 of TS 25.321. A random 
access transmit sequence is described in clause 6.7.2 of TS 25.303. 

8.4.2.1.2 Minimum Requirements 

The UE shall have capabiUty to calculate initial power according to the open loop algorithm and apply this power level 
at the first preamble and increase the power on additional preambles. The absolute power applied to the first preamble 
shall have an accuracy as specified in table 6.3 of TS 25.101 [1]. The relative power applied to additional preambles 
shall have an accuracy as specified in clause 6.5.2.1 of 25.101 [1]. 

The absolute power applied to the first preamble shall be -30 dBm with an accuracy as specified in clause 6.4.1.1 of 
TS 25.101 [1]. The accuracy is + 9dB in the case of normal condition or +12dB in the case of extreme condition. 

There are two relative powers, one is the power difference for preamble ramping and another is the power difference 
between last preamble part and message part. From the test parameter in the table 8.4.2.1.2, the test requirement of the 
power difference for all preamble ramping is 3dB (Power offset PO). The accuracy is +2 dB as specified in clause 
6.5.2.1 of 25.101 [1]. The test requirement of the power difference between lOth preamble PRACH and message partis 
[3 dB] (note). The accuracy is [+2 dB] as specified in clause 6.5.2.1 of 25.101 [1]. 

NOTE: In order to calculate the power difference between 10th preamble PRACH and message part by using 
Power offset P p-min the table 8.4.2.1.2, the gain factors of PRACH message part are needed. The gain 
factor is set tol5. The [temporary] gain factor is set to [15]. 
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The UE shall stop transmitting preambles upon a ACK on the AICH has been received and then transmit a message. 
The UE shall transmit 10 preambles and 1 message. 

The normative reference for this requirements is TS 25.133 [2] clauses 6.3.2 and A.6.2.2.1. 

8.4.2.1 .3 Test purpose 

The purpose of this test is to verify that the behaviour of the random access procedure is according to the requirements 
and that the PRACH power settings are within specified Umits. 

8.4.2.1.4 Method of test 
8.4.2.1.4.1 Initial conditions 

Test environment: normal, TI7VL, TITVH, THA^L, THA^H; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Connect the SS to the UE antenna connector as shown in figure A.l in the case of the PRACH power 

measurement. And in the case of the function test of the random access procedure, connect the SS to the UE 
antenna connector as shown in figure A.8. A spectrum analyzer is set to span mode. 

2) A call is set up according to the Generic call setup procedure. The test parameters are set up according to 
table 8.4.2.1.1, table 8.4.2.1.2 and table 8.4.2.1.3. The PRACH procedure within the call setup is used for the 
test. It is necessary that an ACK on the AICH shall be transmitted after 10 preambles have been received by the 
SS 

See TS 34.108 [3] for details regarding generic call setup procedure. 



Table 8.4.2.1.1 : RF Parameters for Random Access test 



Parameter 


Unit 


Ceii 1 


UTRA RF Channel Number 




Channel 1 


CPICH Ec/lor 


dB 


-10 


PCCPCH Ec/lor 


dB 


-12 


SCH Ec/lor 


dB 


-12 


Number of other transmitted 






Acquisition Indicators 







AICH Ec/lor 


dB 


-10 


RICH Ec/lor 


dB 


-15 


OCNS_Ec/lor when an Al is not 
transmitted 


dB 


-0,941 


OCNS_Ec/lor when an Al is 
transmitted 


dB 


-1,516 


^or 1^ oc 


dB 







dBm/3. 
84 MHz 


-70 


CPICH Ec/lo 


dB 


-13 


Propagation Condition 




AWGN 



The test parameters "System Information Block (SIB) type 5 (ASC #0)" defined in clause 6.1 of TS 34.108 [3], shall be 
used in all random access tests (see note). Crucial parameters for the test requirements are repeated in tables 8.4.2.1.2 
and A.8.4.3.1.3 and these overrule the parameters defined in SIB type 5. 

NOTE: A parameter of AC-to-ASC mapping(AC0-9) in SIB5 of clause 6. 1 of TS 34. 108 [31 shall be set to in 
the case of all random access tests. The EFACC of Type A, which is specified in clause 8.3.2.15 of 
TS 34.108 [3], shaU be selected. 
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Table 8.4.2.1.2: UE parameters for Random Access test 



Parameter 


Unit 


Vaiue 


Access Service Class 
(ASC#0) 

- Persistence value 


0..1 


1 


Maximum number of preamble 
ramping cycles (Mmax). 




2 


Maximum number of 
preambles in one preamble 
ramping cycle 
(Preamble Retrans Max) 




12 


Tfie backoff time Tboi 

NB01min=NB01max 


ms 
#TTI 


N/A 
10 


Power step when no 
acquisition indicator is 
received 
(Power offset PO) 


dB 


3 


Power offset between ttie last 
transmitted preamble and the 
control part of the message 
(Power offset P p-m) 


dB 





Maximum allowed UL TX 
power 


dBm 





Table 8.4.2.1.3: SS parameters for Random Access test 


Parameter 


Unit 


Value 


Primary CPICH DL TX power 


dBm 


-8 


UL interference 


dBm 


-102 


SIR in open loop power 

control (Constant value) 


dB 





AlCH Power Offset 


dB 






8.4.2.1.4.2 Procedure 

1) Set the TX output level of the SS to obtain I^r at the UE antenna connector. I^r shall be according to 
table 8.4.2.1.1. 

2) Measure the first PRACH preamble output power, the each power difference for preamble ramping and the 
power difference between 10* preamble PRACH and message part of the UE according to annex B. 

3) Measure the number of the preamble part and the message part by using a spectrum analyzer. 
8.4.2.1 .5 Test requirements 

The absolute power and the relative power shall meet the requirements in the minimum requirements in 
clause 8.4.2.1.2. 

The UE shall stop transmitting preambles upon a ACK on the AICH has been received and then transmit a message. 
The UE shall transmit 10 preambles and 1 message. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance appUed 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 
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8.4.2.2 Correct behaviour when receiving an NACK 

8.4.2.2.1 Definition and applicability 

The random access procedure is used when establishing the layer 1 communication between the UE and UTRAN. The 
random access shall provide a fast access but without disturbing ongoing connections. The random access is specified in 
clause 6 of TS 25.214 and the control of the RACH transmission is specified in clause 11.2 of TS 25.321. A random 
access transmit sequence is described in clause 6.7.2 of TS 25.303. 

8.4.2.2.2 Minimum Requirements 

The UE shall stop transmitting preambles upon a NACK on the AICH has been received and then repeat the ramping 
procedure when the back off timer Tboi expires. 

The UE shall transmit 10 preambles in the first ramping cycle and no transmission shall be done by the UE within 
100 ms after the NACK has been transmitted by the SS. Then the UE shall start the second preamble ramping cycle. 

The normative reference for this requirements is TS 25.133 [2] clauses 6.3.2 and A.6.2.2.2. 

8.4.2.2.3 Test purpose 

The purpose of this test is to verify that the behaviour of the random access procedure is according to the requirements. 

8.4.2.2.4 Method of test 

8.4.2.2.4.1 Initial conditions 

Test environment: normal, TLA^L, TL/VH, THA^L, TH/VH; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Coimect the SS to the UE anterma coimector as shown in figure A. 8. A spectrum analyzer is set to span mode. 

2) A call is set up according to the Generic call setup procedure. The test parameters are set up according to 
table 8.4.2.1.1, table 8.4.2.1.2 and table 8.4.2.1.3. The PRACH procedure within the call setup is used for the 
test. It is necessary that an NACK on the AICH shall be transmitted after 10 preambles have been received by 
the SS. 

See TS 34.108 [3] for details regarding generic call setup procedure. 

8.4.2.2.4.2 Procedure 

1) Set the TX output level of the SS to obtain I^r at the UE anteima coimector. lor shall be according to 
table 8.4.2.1.1. 

2) Measure the number of the preamble part and the time delay between 10th preamble in the first ramping cycle 
and first preamble in the second ramping cycle by using a spectrum analyzer. 

8.4.2.2.5 Test requirements 

The UE shall stop transmitting preambles upon a NACK on the AICH has been received and then repeat the ramping 
procedure when the back off timer Tboi expires. 

The UE shall transmit 10 preambles in the first ramping cycle and no transmission shall be done by the UE within 
100 ms after the NACK has been transmitted by the SS. Then the UE shall start the second preamble ramping cycle. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 
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8.4.2.3 Correct behaviour at Time-out 

8.4.2.3.1 Definition and applicability 

The random access procedure is used when establishing the layer 1 communication between the UE and UTRAN. The 
random access shall provide a fast access but without disturbing ongoing connections. The random access is specified in 
clause 6 of TS 25.214 and the control of the RACH transmission is specified in clause 11.2 of TS 25.321. A random 
access transmit sequence is described in clause 6.7.2 of TS 25.303. 

8.4.2.3.2 Minimum Requirements 

The UE shall stop transmit preambles when reaching the maximum number of preambles allowed in a cycle. The UE 
shall then repeat the ramping procedure until the maximum number of preamble ramping cycles are reached. No 
ACK/NACK shall be sent by SS during this test. 

The UE shall transmit 2 preambles cycles, consisting of 12 preambles in each preamble cycle. 
The normative reference for this requirements is TS 25.133 [2] clauses 6.3.2 and A.6.2.2.3. 

8.4.2.3.3 Test purpose 

The purpose of this test is to verify that the behaviour of the random access procedure is according to the requirements. 

8.4.2.3.4 Method of test 

8.4.2.3.4.1 Initial conditions 

Test environment: normal, TLA^L, TL/VH, THA^L, TH/VH; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Coimect the SS to the UE anterma coimector as shown in figure A.8. A spectrum analyzer is set to span mode. 

2) A call is set up according to the Generic call setup procedure. The test parameters are set up according to table 
8.4.2.1.1, table 8.4.2.1.2 and table 8.4.2.1.3. The PRACH procedure within the call setup is used for the test. It 
is necessary that SS shall transmit no AICH. 

See TS 34.108 [3] for details regarding generic call setup procedure. 

8.4.2.3.4.2 Procedure 

1) Set the TX output level of the SS to obtain Iqi at the UE anteima coimector. Iqi shall be according to 
table 8.4.2.1.1. 

2) Measure the number of the preamble part by using a spectrum analyzer. 

8.4.2.3.5 Test requirements 

The UE shall stop transmit preambles when reaching the maximum number of preambles allowed in a cycle. The UE 
shall then repeat the ramping procedure until the maximum number of preamble ramping cycles are reached. No 
ACK/NACK shall be sent by SS during this test. 

The UE shall transmit 2 preambles cycles, consisting of 12 preambles in each preamble cycle. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance appUed 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 
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8.4.2.4 Correct behaviour when reaching maximum transmit power 

8.4.2.4.1 Definition and applicability 

The random access procedure is used when establishing the layer 1 communication between the UE and UTRAN. The 
random access shall provide a fast access but without disturbing ongoing connections. The random access is specified in 
clause 6 of TS 25.214 and the control of the RACH transmission is specified in clause 11.2 of TS 25.321. A random 
access transmit sequence is described in clause 6.7.2 of TS 25.303. 

8.4.2.4.2 Minimum Requirements 

The UE shall not exceed the maximum allowed UL TX power coirfigured by the SS. No ACK/NACK shall be sent by 
SS during this test. 

The absolute power of any preambles belonging to the first or second preamble cycle shall not exceed dBm +/-[ ] dB 
(or +/- [ ] dB in extreme conditions). 

The normative reference for this requirements is TS 25.133 [2] clauses 6.3.2 and A.6.2.2.4. 

8.4.2.4.3 Test purpose 

The purpose of this test is to verify that the PRACH power settings are within specified limits. 

8.4.2.4.4 Method of test 

8.4.2.4.4.1 Initial condition 

Test environment: normal, TLA^L, TL/VH, THA^L, TH/VH; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

1) Coimect the SS to the UE anterma coimector as shown in figure A.l. 

2) A call is set up according to the Generic call setup procedure. The test parameters are set up according to 
table 8.4.2.1.1, table 8.4.2.1.2 and table 8.4.2.1.3. The PRACH procedure within the call setup is used for the 
test. It is necessary that SS shall transmit no AICH. 

See TS 34.108 [3] for details regarding generic call setup procedure. 

8.4.2.4.4.2 Procedure 

1) Set the TX output level of the SS to obtain Igr at the UE anteima coimector. Igr shall be according to 
table 8.4.2.1.1. 

2) Measure the all PRACH preamble output power of the UE according to annex B. 

8.4.2.4.5 Test requirements 

The UE shall not exceed the maximum allowed UL TX power configured by the SS. No ACK/NACK shall be sent by 
SS during this test. 

The absolute power of any preambles belonging to the first or second preamble cycle shall not exceed dBm +/-[] dB 
(or +/- [] dB in extreme conditions). 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance appHed for 
this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of how the Minimum 
Requirement has been relaxed by the Test Tolerance is given in clause F.4. 
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8.5 Timing and Signalling Characteristics 
8.5.1 UE Transmit Timing 

8.6 UE IVIeasurements Procedures 

8.6.1 FDD intra frequency measurements 

8.6.1 .1 Event triggered reporting in AWGN propagation conditions 

Void 

8.6.1 .2 Event triggered reporting of multiple neighbours in AWGN propagation 
condition 

Void 

8.6.1 .3 Event triggered reporting of two detectable neighbours in AWGN propagation 
condition 

Void 

8.6.1 .4 Correct reporting of neighbours in fading propagation condition 

Void 

8.6.2 FDD inter frequency measurements 

8.6.2.1 Correct reporting of neighbours in AWGN propagation condition 

Void 

8.6.2.2 Correct reporting of neighbours in Fading propagation condition 

Void 

8.6.3 TDD measurements 

8.6.3.1 Correct reporting of TDD neighbours in AWGN propagation condition 

Void 
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8.7 Measurements Performance Requirements 
8.7.1 CPICH RSCP 

8.7.1 .1 Intra frequency measurements accuracy 
8.7.1 .1.1 Absolute accuracy requirement 

8.7.1 .1 .1 .1 Definition and applicability 

The absolute accuracy of CPICH RSCP is defined as the CPICH RSCP measured fi-om one cell compared to the 
CPICH_Ec power from same cell. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

8.7.1.1.1.2 Minimum Requirements 

The accuracy requirements in table 8.7.1.1.1.1 are vaUd under the following conditions: 
- CPICH RSCPl > - 114 dBm. 



^ CPICH E ^ 



in dB 



<20dB 



in dB 



Table 8.7.1.1.1.1: CPICH_RSCP Intra frequency absolute accuracy 



Parameter 


Unit 


Accuracy [dB] 


Conditions 


Normal condition 


Extreme condition 


lo [dBm] 


CPICH_RSCP 


dBm 


±6 


±9 


-94.. .-70 


dBm 


±8 


±11 


-94.. .-50 



The normative reference for this requirement is TS 25.133 [2] clauses 9.1.1.1.1 and A.9.1.1.2. 
8.7.1.1.1.3 Test purpose 

The purpose of this test is to verify that the CPICH RSCP absolute measurement accuracy is within the specified limits 
in clause 8.7.1.1.1.2. This measurement is for handover evaluation, DL open loop power control, UL open loop control 
and for the calculation of pathloss. 



8.7.1.1.1.4 



Method of test 



8.7.1 .1 .1 .4.1 Initial conditions 

Test environment: normal, TLA^L, TLA^H, TWYL, TIWH; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

Table 8.7.1.1.1.2 defines the limits of signal strengths and code powers, when the requirements are applicable. When 
verifying the CPICH RSCP intra frequency absolute accuracy requirement only cell 1 in table 8.7.1.1.1.2 shall be 
present. 
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Table 8.7.1.1.1.2: CPICH RSCP Intra frequency test parameters 



Parsmeter 


Unit 


Cell 1 


Cell 2 


UTRA RF Channel number 




Channel 1 


Channel 1 


CPICH Fr/lnr 


LI [J 






PCCPCH_Ec/lor 


dB 


-12 


-12 


<iCI-l Fr/lnr 




-1 p 
1 ^ 


-1 p 
1 ^ 


PICI-I Fr/lnr 


HR 

UD 


-15 


-15 


DPCH Ec/lor 


dB 


-15 


-15 


OCNS 


dB 


-1.11 


-1.11 


lor/loc 


dB 


10.5 


10.5 


loc 


dBm/ 3.84 MHz 


lo -13.7 dB = loc, 
note 


lo -13.7 dB = loc, 
note 


Range 1:lo 
Range 2: lo 


dBm 


-94... -70 
-94... -50 


-94... -70 
-94... -50 


Propagation condition 




AWGN 


NOTE: loc level shall be adjusted according the total signal power to at receiver input and the 
geometry factor hr/loc. 



1) UE is in idle mode and camped on cell 1. SS sends System Information Block type 1 1 message including intra- 
frequency measurement reporting criteria IE. 

2) SS prompts the operator to make an outgoing call. 

3) UE shall transmit a RRC CONNECTION REQUEST message on CCCH. 

4) SS shall transmit a RRC CONNECTION SETUP message and allocates DPCH physical channels to UE. 

5) UE shall transmit a RRC CONNECTION SETUP COMPLETE message and move to CELL_DCH state. 

6) UE shall transmit a MEASUREMENT REPORT message. 

8.7.1.1.1.4.2 Procedure 

CPICH RSCP measured from Cell 1 is compared to CPICH_Ec power. 
8.7.1 .1 .1 .5 Test requirements 

The CPICH RSCP measurement accuracy shall meet the requirements in clause 8.7.1.1.1.2. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

8.7.1 .1 .2 Relative accuracy requirement 

8.7.1 .1 .2.1 Definition and applicability 

The relative accuracy of CPICH RSCP is defined as the CPICH RSCP measured from one cell compared to the CPICH 
RSCP measured from another cell on the same frequency. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

8.7.1.1.2.2 Minimum Requirements 

The accuracy requirements in table 8.7.1.1.2.1 are valid under the following conditions: 
- CPICH_RSCP1,2 > -1 14 dBm. 



CPICH RSCP\\ ^- CPICH RSCP2\ 



<20dB 
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in dB 



^CPICH E ^ 



<20dB 



in dB 



Table 8.7.1.1.2.1 : CPICH_RSCP Intra frequency relative accuracy 



Parameter 


Unit 


Accuracy [dB] 


Conditions 


Normai condition 


Extreme condition 


lo [dBm] 


CPICH_RSCP 


dBm 


+3 


+3 


-94.. .-50 



The normative reference for this requirement is TS 25.133 [2] clauses 9.1.1.1.2 and A.9.1.1.2. 
8.7.1.1.2.3 Test purpose 

The purpose of this test is to verify that the CPICH RSCP relative measurement accuracy is within the specified limits 
in clause 8.7.1.1.2.2. This measurement is for handover evaluation, DL open loop power control, UL open loop control 
and for the calculation of pathloss. 



8.7.1.1.2.4 



Method of test 



8.7.1.1 .2.4. 1 Initial conditions 

Test environment: normal, TLA^L, TITVH, TIWL, TWVU; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

In this case all cells are on the same frequency, table 8.7.1.1.1.2 defines the Umits of signal strengths and code powers, 
when the requirements are applicable. When verifying the CPICH RSCP intra frequency relative accuracy requirement 
both cell 1 and 2 in table 8.7.1.1.1.2 shall be present. 

1) UE is in idle mode and camped on cell 1. SS sends System Information Block type 1 1 message including intra- 
frequency measurement reporting criteria IE. 

2) SS prompts the operator to make an outgoing call. 

3) UE shall transmit a RRC CONNECTION REQUEST message on CCCH. 

4) SS shall transmit a RRC CONNECTION SETUP message and allocates DPCH physical channels to UE. 

5) UE shall transmit a RRC CONNECTION SETUP COMPLETE message and move to CELL_DCH state. 

6) UE shall transmit a MEASUREMENT REPORT message. 

8.7.1.1.2.4.2 Procedure 

1) CPICH RSCP measured from cell 1 is compared to the CPICH RSCP measured from cell 2. 

2) The result of step 1) is compared to actual level difference of CPICH_Ec of Cell 1 and Cell 2. 

8.7.1 .1 .2.5 Test requirements 

The CPICH RSCP measurement accuracy shall meet the requirements in clause 8.7.1.1.2.2. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 
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8.7.1 .2 Inter frequency measurement accuracy 
8.7.1 .2.1 Relative accuracy requirement 

8.7.1 .2.1 .1 Definition and applicability 

The relative accuracy of CPICH RSCP in inter frequency case is defined as the CPICH RSCP measured from one cell 
compared to the CPICH RSCP measured from another cell on a different frequency. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

8.7.1.2.1.2 Minimum Requirements 

The accuracy requirements in table 8.7.1.2.1.1 are valid under the following conditions: 
- CPICH_RSCP1,2 > -1 14 dBm. 



CPICH RSCP\\ -CPICH RSCP1\ 

I in aB I in dB 



I Channel 1 lo -Channel 2 lol < 20 dB. 



< 2QdB . 



^ CPICH E ^ 



in dB 



< 20dB . 



in dB 



Table 8.7.1.2.1.1 : CPICH_RSCP Inter frequency relative accuracy 



Parameter 


Unit 


Accuracy [dB] 


Conditions 


Normai condition 


Extreme condition 


io [dBm] 


CPICH_RSCP 


dBm 


+6 


±6 


-94.. .-50 



The normative reference for this requirement is TS 25.133 [2] clauses 9.1.1.2.1 and A.9.1.1.2. 
8.7.1.2.1.3 Test purpose 

The purpose of this test is to verify that the CPICH RSCP relative measurement accuracy is within the specified limits 
in clause 8.7.1.2.1.2. This measurement is for handover evaluation, DL open loop power control, UL open loop control 
and for the calculation of pathloss. 



8.7.1.2.1.4 



Method of test 



8.7.1 .2.1 .4.1 Initial conditions 

Test environment: normal, TI7VL, TITVH, TIWL, TIWH; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

In this case both cells are on different frequencies and compressed mode is apphed. The gap length is 7, detailed 
definition is in clause C.5 [14 slots is FFS]. table 8.7.1.2.1.2 defines the limits of signal strengths and code powers, 
where the requirement is applicable. 

When verifying the CPICH RSCP inter frequency relative accuracy requirement both cell 1 and 2 in table 8.7.1.2.1.2 
shall be present. 
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Table 8.7.1.2.1.2: CPICH RSCP Inter frequency tests parameters 



ParamptPr 

1 Cll Cll lld^l 


Unit 


Celi 1 


Cell 2 


1 ITRA RF Phannpl ni imhpr 




Ol iCtl il iKSi I 


Ol ICtl II ICI ^ 


CPICH Ec/lor 


dB 


-10 


-10 


PPPPPM Pr^/lnr 

"wOr on cc/ior 


HR 

UD 


- 1 ^ 


- 1 ^ 


oon tC/IOi 


HR 


-12 


-12 


RICH Ec/lor 


dB 


-15 


-15 


DPCH Ec/lor 


dB 


-15 


-15 


OCNS 


dB 


-1.11 


-1.11 


lor/loc 


dB 


10.1 


10.1 


loc 


dBm/ 3,84 MHz 


lo -10,6 dB = loc, note 1 


lo -10,6 dB = loc, note 1 


Range 1 :lo 
Range 2: lo 


dBm 


-94... -70 
-94... -50 


-94... -70 
-94... -50 


Propagation condition 




AWGN 


NOTE: loc level shall be adjusted in each carrier frequency according the total signal power lo at receiver input 
and the geometry factor tor/loc. 



1) UE is in idle mode and camped on cell 1 . SS sends System Information Block type 1 1 message. 

2) SS prompts the operator to make an outgoing call. 

3) UE shall transmit a RRC CONNECTION REQUEST message on CCCH. 

4) SS shall transmit a RRC CONNECTION SETUP message and allocates DPCH physical channels to UE. 

5) UE shall transmit a RRC CONNECTION SETUP COMPLETE message and move to CELL_DCH state. 

6) SS shall transmit MEASUREMENT CONTROL message. SS requests UE to start inter frequency measurement 
for cell 1 and cell 2. DPCH compressed mode status info IE is set to simultaneously activate compressed mode 
pattern. 

7) UE shall transmit a MEASUREMENT REPORT message. 

8.7.1.2.1.4.2 Procedure 

1) CPICH RSCP measured from cell 1 is compared to the CPICH RSCP measured from cell 2. 

2) The result of step 1) is compared to actual level difference of CPICH_Ec power of Cell 1 and Cell 2. 

8.7.1.2.1.5 Test requirements 

The CPICH RSCP measurement accuracy shall meet the requirements in clause 8.8.1.2.1.2. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance apphed 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

8.7.2 CPICH Ec/lo 

8.7.2.1 Intra frequency measurements accuracy 
8.7.2.1 .1 Absolute accuracy requirement 

8.7.2.1 .1 .1 Definition and applicability 

The absolute accuracy of CPICH Ec/Io is defined as the CPICH Ec/Io measured from one cell compared to the 
CPICH_Ec/Io power from same cell. 

The requirements and this test apply to all types of UTRA for the FDD UE. 
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8.7.2.1.1.2 Minimum Requirements 

The accuracy requirements in table 8.7.2.1.1.1 are valid under the following conditions: 
- CPICH RSCPl > - 1 14 dBm. 



^CPICH E ^ 



in dB 



< IQdB . 



in dB 



Table 8.7.2.1.1.1 : CPICH_Ec/lo Intra frequency absolute accuracy 



Parameter 


Unit 


Accuracy [dB] 


Conditions 


Normai condition 


Extreme 
condition 


lo [dBm] 


CPICH_Ec/lo 


dB 


±1,5 for -14 < CPICH Ec/lo 
±2 for -1 6 < CPICH Ec/lo < -14 
±3 for -20 < CPICH Ec/lo < -16 


±3 


-94.. .-50 



The normative reference for this requirement is TS 25.133 [2] clauses 9.1.2.1.1 and A.9.1.2.2. 
8.7.2.1.1.3 Test purpose 

The purpose of this test is to verify that the CPICH Ec/lo absolute measurement accuracy is within the specified Umits 
in clause 8.7.2.1.1.2. This measurement is for Cell selection/re-selection and for handover evaluation. 



8.7.2.1.1.4 



Method of test 



8.7.2.1.1.4.1 Initial conditions 

Test environment: normal, TL/VL, TL/VH, TH/VL, TH/VH; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

Table 8.7.2.1.1.2 defines the Umits of signal strengths and code powers, where the requirements are applicable. 

When verifying the CPICH Ec/lo intra frequency absolute accuracy requirement only cell 1 in table 8.7.2.1.1.2 shall be 
present. 

Table 8.7.2.1.1.2: CPICH Ec/lo Intra frequency test parameters 



Parameter 


Unit 


Cell 1 


Ceil 2 


UTRA RF Channel number 




Channel 1 


Channel 1 


CPICH Ec/lor 


dB 


-10 


-10 


PCCPCH Ec/lor 


dB 


-12 


-12 


SCH Ec/lor 


dB 


-12 


-12 


PICH Ec/lor 


dB 


-15 


-15 


DPCH Ec/lor 


dB 


-15 


-15 


OCNS 


dB 


-1.11 


-1.11 


lor/loc 


dB 


10.5 


10.5 


loc 


dBm/ 3,84 MHz 


lo -13,7 dB = loc, 
note 1 


lo -13,7 dB = loc, 
note 1 


Range 1:lo 
Range 2: lo 


dBm 


-94. ..-70 
-94. ..-50 


-94... -70 
-94. ..-50 


Propagation condition 




AWGN 


NOTE: loc level shall be adjusted according the total signal power lo at receiver input and the 
geometry factor hr/loc. 



1) UE is in idle mode and camped on cell 1. SS sends System Information Block type 11 message including intra- 
frequency measurement reporting criteria IE. 



2) SS prompts the operator to make an outgoing call. 
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3) UE shaU transmit a RRC CONNECTION REQUEST message on CCCH. 

4) SS shall transmit a RRC CONNECTION SETUP message and allocates DPCH physical channels to UE. 

5) UE shall transmit a RRC CONNECTION SETUP COMPLETE message and move to CELL_DCH state. 

6) UE shall transmit a MEASUREMENT REPORT message. 

8.7.2.1.1.4.2 Procedure 

CPICH Ec/Io measured from Cell 1 is compared to CPICH_Ec/Io power from same cell. 
8.7.2.1 .1 .5 Test requirements 

The CPICH Ec/Io measurement accuracy shall meet the requirements in clause 8.7.2.1.1.2. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance apphed 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

8.7.2.1 .2 Relative accuracy requirement 

8.7.2.1 .2.1 Definition and applicability 

The relative accuracy of CPICH Ec/Io is defined as the CPICH Ec/Io measured from one cell compared to the CPICH 
Ec/Io measured from another cell on the same frequency. 

The requirements and this test apply to aU types of UTRA for the FDD UE. 

8.7.2.1.2.2 Minimum Requirements 

The accuracy requirements in table 8.7.2.1.2.1 are valid under the following conditions: 
- CPICH_RSCP1,2 > -1 14 dBm. 



CPICH RSCP\\ ^- CPICH RSCP2\ 



< 20dB . 



^ CPICH E ^ 



in dB 



< 20dB . 



in dB 



Table 8.7.2.1.2.1: CPICH Ec/lo Intra frequency relative accuracy 



Parameter 


Unit 


Accuracy [dB 




Conditions 


Normal condition 


Extreme condition 


lo [dBm] 


CPICH_Ec/lo 


dB 


±1 ,5 for -1 4 < CPICH Ec/Io 
±2 for -16 < CPICH Ec/Io < -14 
±3 for -20 < CPICH Ec/Io < -16 


±3 


-94... -50 



The normative reference for this requirement is TS 25.133 [2] clauses 9.1.2.1.2 and A.9.1.2.2. 
8.7.2.1.2.3 Test purpose 

The purpose of this test is to verify that the CPICH Ec/Io relative measurement accuracy is within the specified limits in 
clause 8.7.2.1.2.2. This measurement is for Cell selection/re- selection and for handover evaluation. 
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8.7.2.1.2.4 



Method of test 



8.7.2.1.2.4.1 Initial conditions 

Test environment: normal, TLA^L, TL/VH, THA^L, TH/VH; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

In this case all cells are in the same frequency, table 8.7.2.1.1.2 defines the Umits of signal strengths and code powers, 
where the requirements are applicable. When verifying the CPICH Ec/Io intra frequency relative accuracy requirement 
both cell 1 and 2 in table 8.7.2.1.1.2 shall be present. 

1) UE is in idle mode and camped on cell 1 . SS sends System Information Block type 1 1 message including intra- 
frequency measurement reporting criteria IE. 

2) SS prompts the operator to make an outgoing call. 

3) UE shall transmit a RRC CONNECTION REQUEST message on CCCH. 

4) SS shall transmit a RRC CONNECTION SETUP message and allocates DPCH physical channels to UE. 

5) UE shall transmit a RRC CONNECTION SETUP COMPLETE message and move to CELL_DCH state. 

6) UE shall transmit a MEASUREMENT REPORT message. 

8.7.2.1.2.4.2 Procedure 

1) CPICH Ec/Io measured from cell 1 is compared to the CPICH Ec/Io measured from cell 2. 

2) The result of step 1) is compared to actual level difference of CPICH_Ec power of Cell 1 and Cell 2. 

8.7.2.1.2.5 Test requirements 

The CPICH Ec/Io measurement accuracy shall meet the requirements in clause 8.7.2.1.2.2. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 



8.7.2.2 
8.7.2.2.1 

8.7.2.2.1.1 

[TBD] 



Inter frequency measurement accuracy 

Absolute accuracy requirement 
Definition and applicability 



8.7.2.2.1.2 Minimum Requirements 

The accuracy requirements in table 8.7.2.2.1.1 are vahd under the following conditions: 
- CPICH RSCPl > - 1 14 dBm. 



^ CPICH E ^ 



in dB 



< 20dB . 



in dB 
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Table 8.7.2.2.1.1 : CPICH_Ec/lo Inter frequency absolute accuracy 



Parameter 


Unit 


Accuracy [dB; 




Conditions 


Normai condition 


Extreme 
condition 


lo [dBm] 


CPICH_Ec/lo 


dB 


±1,5for-14<CPICH Ec/lo 
±2 for -1 6 < CPICH Ec/lo < -1 4 
±3 for -20 < CPICH Ec/lo < -16 


±3 


-94.. .-50 



The normative reference for this requirement is TS 25.133 [2] clauses 9.1.2.2.1 and A.9.1.2.2. 
8.7.2.2.1.3 Test purpose 

The piupose of this test is to verify that the CPICH Ec/lo absolute measurement accuracy is within the specified limits 
in clause 8.7.2.2.1.2. This measurement is for Cell selection/re- selection and for handover evaluation. 



8.7.2.2.1.4 



Method of test 



8.7.2.2.1 .4.1 Initial conditions 

Test environment: normal, TL/VL, TL/VH, TH/VL, TH/VH; see clauses G.2.1 and G.2.2. 

Frequencies to be tested: mid range; see clause G.2.4. 

[TBD] 



8.7.2.2.1.4.2 

[TBD] 



Procedure 



8.7.2.2.1.5 Test requirements 

The CPICH Ec/lo measurement accuracy shall meet the requirements in clause 8.7.2.2.1.2. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance applied 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

8.7.2.2.2 Relative accuracy requirement 

8.7.2.2.2.1 Definition and applicability 

The relative accuracy of CPICH Ec/lo in the inter frequency case is defined as the CPICH Ec/lo measured from one cell 
compared to the CPICH Ec/lo measured from another cell on a different frequency. 

The requirements and this test apply to all types of UTRA for the FDD UE. 

8.7.2.2.2.2 Minimum Requirements 

The accuracy requirements in table 8.7.2.2.2.1 are vahd under the following conditions: 
- CPICH_RSCP1,2 > -1 14 dBm. 



CPICH RSCPll ^- CPICH RSCP2\ 



I Channel 1 lo -Channel 2 lol < 20 dB. 



< 20dB . 



^ CPICH E ^ 



in dB 



< 20dB . 



in dB 
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Table 8.7.2.2.2.1 : CPICH Ec/lo Inter frequency relative accuracy 



Parameter 


Unit 


Accuracy [dB 




Conditions 


Normal condition 


Extreme condition 


lo [dBm] 


CPICH_Ec/lo 


dB 


±1.5for-14<CPICH Ec/lo 

±2 for-16<CPICH Ec/lo < -14 
±3 for -20 < CPICH Ec/lo < -16 


±3 


-94.. .-50 



The normative reference for this requirement is TS 25.133 [2] clauses 9.1.2.2.2 and A.9.1.2.2. 

8.7.2.2.2.3 Test purpose 

The purpose of this test is to verify that the CPICH Ec/lo relative measurement accuracy is within the specified limits in 
clause 8.7.2.2.2.2. This measurement is for Cell selection/re-selection and for handover evaluation. 

8.7.2.2.2.4 Method of test 

8.7.2.2.2.4.1 Initial conditions 

Test environment: normal, TL/VL, TL/VH, TH/VL, TH/VH; see clauses G.2.1 and G.2.2. 
Frequencies to be tested: mid range; see clause G.2.4. 

In this case both cells are in different frequency and compressed mode is applied. The gap length is 7, detailed 
definition is in clause C.5 [14 slots is FFS]. Table 8.7.2.2.2.2 defines the limits of signal strengths and code powers, 
where the requirement is appUcable. 

When verifying the CPICH Ec/lo inter frequency relative accuracy requirement both cell 1 and 2 in table 8.7.2.2.2.2 
shall be present. 



Table 8.7.2.2.2.2: CPICH Ec/lo Inter frequency tests parameters 



Parameter 


Unit 


Cell 1 


Cell 2 


UTRA RF Channel number 




Channel 1 


Channel 2 


CPICH_Ec/lor 


dB 


-10 


-10 


PCCPCH_Ec/lor 


dB 


-12 


-12 


SCH_Ec/lor 


dB 


-12 


-12 


PICH Ec/lor 


dB 


-15 


-15 


DPCH Ec/lor 


dB 


-15 


-15 


OGNS 


dB 


-1.11 


-1.11 


lor/loc 


dB 


10.1 


10.1 


loo 


dBm/ 3,84 MHz 


lo -10,6 dB = loc, (note) 


lo -10,6 dB = loc, (note) 


Range 1:lo 
Range 2: lo 


dBm 


-94... -70 
-94... -50 


-94... -70 
-94... -50 


Propagation condition 




AWGN 


NOTE: loc level shall be adjusted in each carrier frequency according the total signal power lo at receiver input 
and the geometry factor hr/loc. 



1) UE is in idle mode and camped on cell 1 . SS sends System Iirformation Block type 1 1 message. 

2) SS prompts the operator to make an outgoing call. 

3) UE shall transmit a RRC CONNECTION REQUEST message on CCCH. 

4) SS shall transmit a RRC CONNECTION SETUP message and allocates DPCH physical channels to UE. 

5) UE shall transmit a RRC CONNECTION SETUP COMPLETE message and move to CELL_DCH state. 
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6) SS shall transmit MEASUREMENT CONTROL message. SS requests UE to start inter frequency measurement 
for cell 1 and cell 2. DPCH compressed mode status info IE is set to simultaneously activate compressed mode 
pattern. 

7) UE shall transmit a MEASUREMENT REPORT message. 

8.7.2.2.2.4.2 Procedure 

1) CPICH Ec/Io measured from cell 1 is compared to the CPICH Ec/Io measured from cell 2. 

2) The result of step 1) is compared to actual level difference of CPICH_Ec power of Cell 1 and Cell 2. 

8.7.2.2.2.5 Test requirements 

The CPICH Ec/Io measurement accuracy shall meet the requirements in clause 8.7.2.2.2.2. 

NOTE: If the above Test Requirement differs from the Minimum Requirement then the Test Tolerance apphed 
for this test is non-zero. The Test Tolerance for this test is defined in clause F.2 and the explanation of 
how the Minimum Requirement has been relaxed by the Test Tolerance is given in clause F.4. 

8.7.3 UTRA Carrier RSSI 

Void 

8.7.4 SFN-CFN observed time difference 

Void 

8.7.5 SFN-SFN observed time difference 

Void 

8.7.6 UE Rx-Tx time difference 

Void 

8.7.7 Observed time difference to GSM cell 

Void 

8.7.8 P-CCPCH HSCP 

Void 
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Annex A (informative): 
Connection Diagrams 
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TX 




RX 



lor 




Figure A.1 : Connection for Basic TX Test 
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TX 




RX 



lor 



lor 




UE under Test 



RX/TX 



Spectrum 




CW 


Analyzer 




Generator 



Figure A.2: Connection for TX Intermodulation Test 
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UE under Test 



RX/TX 



Figure A.3: Connection for Basic RX Test 
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ss 
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RX 



Interference 
Signal Generator 
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UE under Test 




RX/TX 





Figure A.4: Connection for RX Test witli Interference 
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Figure A.5: Connection for RX Test witli Interference or additional CW 
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Figure A.6: Connection for RX Test with additional CW 
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TX 
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RX/TX 



Figure A.7: Connection for RX Test witli botli Interference and additional CW 
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Figure A.8: Connection for Spurious Emission Test 
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Figure A.9: Connection for Static Propagation Test 
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Figure A.10: Connection for lUlulti-path Fading Propagation Test 
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SS #1 
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RX 
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-4 ATT2 
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Figure A.1 1 : Connection for inter-Ceii Soft l-landover Test 
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Figure A.1 2: Connection for Demodulation of DCH in open and closed loop transmit diversity modes 
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Figure A.13: Connection for Combining of TPC commands in Soft l-landover Test 1 
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Annex B (normative): 
Global In-Channel TX-Test 

B.1 General 

The global in-channel Tx test enables the measurement of all relevant parameters that describe the in-channel quaUty of 
the output signal of the Tx under test in a single measurement process. 

The objective of this Annex is to hst the results that shall be available from the Global In-Channel TX-Test. To aid 
understanding, an example algorithmic description of the measurement process is provided. It is not intended that this 
particular method is required. It is however required that any algorithm that is used for In-Channel TX tests should 
deliver the required results with the required accuracy. 

All notes referred in the various clauses of B.2 are put together in B.3. 

B.2 Definition of the process 
B.2.1 Basic principle 

The process is based on the comparison of the actual output signal of the TX under test, received by an ideal receiver, 
with a reference signal, that is generated by the measuring equipment and represents an ideal error free received signal. 
AU signals are represented as equivalent (generally complex) baseband signals. 

B.2. 2 Output signal of the TX under test 

The output signal of the TX under test is acquired by the measuring equipment, filtered by a matched filter (RRC 0.22, 
correct in shape and in position on the frequency axis) and stored at one sample per chip at the Inter-Symbol- 
Interference free instants. 

The following form represents the physical signal in the entire measurement interval: 
one vector Z, containing N = ns x sf + ma complex samples; 
with 

ns: number of symbols in the measurement interval; 

sf: number of chips per symbol, (sf: spreading factor) (see Note: Symbol length) 
ma: number of midamble chips (only in TDD) 

B.2. 3 Reference signal 

The reference signal is constructed by the measuring equipment according to the relevant TX specifications. 

It is filtered by the same matched filter, mentioned in clause B.2.2., and stored at the Inter-Symbol-Interference free 
instants. The following form represents the reference signal in the entire measurement interval: 

- one vector R, containing N = ns x sf + ma complex samples; 

- ns, sf, ma: see clause B.2.2. 
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B.2.4 void 

B.2.5 Classification of measurement results 

The measurement results achieved by the global in-channel TX test can be classified into two types: 

- Results of type "deviation", where the error-free parameter has a non-zero magnitude. (These are the parameters 
that quantify the integral physical characteristic of the signal).These parameters are: 

RF Frequency; 

Power (in case of single code); 

Code Domain Power (in case of multi code); 

Timing (only for UE); 

(Additional parameters: see Note: Deviation). 

Results of type "residual", where the error-free parameter has value zero. (These are the parameters that quantify 
the error values of the measured signal, whose ideal magnitude is zero). These parameters are: 

Error Vector Magnitude (EVM); 

Peak Code Domain Error (PCDE). 

(Additional parameters: see Note residual) 

B.2.6 Process definition to achieve results of type "deviation" 

The reference signal (R; see clause B.2.3) is varied with respect to the parameters mentioned in clause B.2.5 under 
"results of type deviation" in order to achieve best fit with the recorded signal under test (Z; see clause B.2.2). Best fit is 
achieved when the RMS difference value between the signal under test and the varied reference signal is an absolute 
minimum. The varied reference signal, after the best fit process, will be called R'. 

The varying parameters, leading to R' represent directly the wanted results of type "deviation". These measurement 
parameters are expressed as deviation ftom the reference value with units same as the reference value. 

In case of multi code, the type-"deviation"-parameters (frequency, timing and (RF-phase)) are varied commonly for all 
codes such that the process returns one frequency-deviation, one timing deviation, (one RF-phase -deviation). 

(These parameters are not varied on the individual codes signals such that the process returns k frequency errors... . (k: 
number of codes)). 

The only type- "deviation" -parameters varied individually are code powers such that the process returns k code power 
deviations (k: number of codes). 

B.2.7 Process definition to achieve results of type "residual" 

The difference between the varied reference signal (R'; see clause B.2.6.) and the TX signal under test (Z; see 
clauseB.2.2) is the error vector E versus time: 

- E = Z - R'. 

Depending on the parameter to be evaluated, it is appropriate to represent E in one of the following two different forms: 
Form EVM (representing the physical error signal in the entire measurement interval) 

One vector E, containing N = ns x sf + ma complex samples; 

ns, sf, ma: see B.2.2 
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Form PCDE (derived from Form EVM by separating the samples into symbol intervals) 

ns time-sequential vectors e with sf complex samples comprising one symbol interval. 
E gives results of type "residual" applying the two algorithms defined in clauses B 2.7.1 and B 2.7.2. 

B.2.7.1 Error Vector Magnitude (EVM) 

The Error Vector Magnitude EVM is calculated according to the following steps: 

1) Take the error vector E defined in clause B.2.7 (Form EVM) and calculate the RMS value of E; the result will be 
called RMS(E). 

2) Take the varied reference vector R' defined in clause B.2.6 and calculate the RMS value of R'; the result will be 
called RMS(R'). 

3) Calculate EVM according to: 

EVM = X 100% (here, EVM is relative and expressed in %) 

RMS(R') 

(see note TDD) 

B. 2.7.2 Peak Code Domain Error (PCDE) 

The Peak Code Domain Error is calculated according to the following steps: 

1) Take the error vectors e defined in clause B.2.7 (Form PCDE) 

2) Take the orthogonal vectors of the channelisation code set C (all codes belonging to one spreading factor) as 
defined in TS 25.213 and TS 25.223 (range +1, -1). (see Note: Symbol length) 

3) To achieve meaningful results it is necessary to descramble e, leading to e' (see Notel: Scrambhng code) 

4) Calculate the inner product of e' with C. Do this for all symbols of the measurement interval and for all codes in 
the code space. 

This gives an array of format k x ns, each value representing an error-vector representing a specific symbol and a 
specific code, which can be exploited in a variety of ways. 

k: number of codes 

ns: number of symbols in the measurement interval 

5) Calculate k RMS values, each RMS value unifying ns symbols within one code. 
(These values can be called "Absolute CodeEVMs" [Volt].) 

6) Find the peak value among the k "Absolute CodeEVMs" . 
(This value can be called "Absolute PeakCodeEVM" [Volt].) 
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7) Calculate PCDE according to: 



{"Absolute PeakCodeEVM"f 



10*lg 



dB 



(a relative value in dB). 



(RMS(R'))^ 



(see Note: Denominator) 

(see Note2: Scrambling code) 

(see Note IQ) 

(see Note TDD) 

(see Note Synch channel) 



Note: Symbol length) 

A general code multiplexed signal is multicode and multirate. In order to avoid unnecessary complexity, the 
measurement applications use a unique symbol-length, corresponding to a spreading factor, regardless of the 
really intended spreading factor. Nevertheless the complexity with a multicode / multirate signal can be mastered 
by introducing appropriate definitions. 

Note: Deviation) 

It is conceivable to regard more parameters as type ,, deviation" e.g. Chip frequency and RF-phase. 

As chip-frequency and RF-frequency are linked together by a statement in the core specifications [1] it is 
sufficient to process RF frequency only. 

A parameter RF-phase must be varied within the best fit process (B 2.6.). Although necessary, this parameter- 
variation doesn't describe any error, as the modulation schemes used in the system don't depend on an absolute 
RF-phase. 

Note: residual) 

It is conceivable to regard more parameters as type „residual" e.g. IQ origin offset. As it is not the intention of 
the test to separate for different error sources, but to quantify the quahty of the signal, all such parameters are not 
extracted by the best fit process, instead remain part of EVM and PCDE. 

Note: Denominator) 

If the denominator stems from mutual time shifted signals of different code powers, (e.g. Node B, FDD) the 
measurement result PCDE should be expressed absolutely instead. 

Note 1: Scrambling Code) 

In general a TX signal under test can use more than one scrambling code. Note that PCDE is processed regarding 
the unused channelisation - codes as well. In order to know which scrambling code shall be applied on unused 
channelisation -codes, it is necessary to restrict the test conditions: TX signal under test shall use exactly one 
scrambling code. 

Note 2: Scrambling Code) 

To interpret the measurement results in practice it should be kept in mind that erroneous code power on unused 
codes is generally de-scrambled differently under test conditions and under real life conditions, whereas 
erroneous code power on used codes is generally de-scrambled equally under test conditions and imder real Ufe 
conditions. It might be indicated if a used or unused code hits PCDE. 



B.3 



Notes 
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Note IQ) 

As in FDD/uplink each code can be used twice, on the I and on the Q channel, the measurement result may 
indicate on which channel (I or Q) PCDE occurs. 

Note TDD) 

EVM covers the midamble part as well as the data part; however PCDE disregards the midamble part. 
Note: Synch Channel) 

A Node B signal contains a physical synch channel, which is non orthogonal, related to the other DPCHs. In this 
context note: The code channel bearing the result of PCDE is exactly one of the DPCHs (never the synch 
channel). The origin of PCDE (erroneous code power) can be any DPCH and/or the synch channel. 
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Annex C (normative): 
Measurement channels 



C.1 General 

The measurement channels in this annex are defined to derive the requirements in clauses 5, 6 and 7. The measurement 
channels represent example configuration of radio access bearers for different data rates. 

The measurement channel for 12,2 kbps shall be supported by any UE both in up- and downlink. Support for other 
measurement channels is depending on the UE Radio Access capabilities. 



C.2 UL reference measurement channel 

C.2.1 UL reference measurement channel (12,2 kbps) 

The parameters for the 12,2 kbps UL reference measurement channel are specified in table C.2.1. 1 and table C.2.1.2. 
The channel coding for information is shown in figure C.2.1 



Table C.2.1. 1: UL reference measurement channel physical parameters (12,2 kbps) 



Parameter 


Level 


Unit 


Information bit rate 


12,2 


kbps 


DPDCH 


60 


kbps 


DPCCH 


15 


kbps 


DPCCH Slot Format #1 







DPCCH/DPDCH power ratio 


-5,46 


dB 


TFCI 


On 




Repetition 


23 


% 


NOTE: Slot Format #2 is used for closed loop tests in clause 7.6.2. 


).2.1.2: UL reference measurement channel, transport channel parameters (12.2 


Parameters 


DTCH 


DCCH 


Transport Channel Number 


1 


2 


Transport Block Size 


244 


100 


Transport Block Set Size 


244 


100 


Transmission Time Interval 


20 ms 


40 ms 


Type of Error Protection 


Convolution Coding 


Convolution Coding 


Coding Rate 


1/3 


1/3 


Rate Matching attribute 


256 


256 


Size of CRC 


16 


12 



kbps) 
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Figure C.2.1 (Informative): Channel coding of UL reference measurement channel (12,2 kbps) 



C.2.2 UL reference measurement channel (64 kbps) 

The parameters for the 64 kbps UL reference measurement channel are specified in table C.2.2. 1 and table C.2.2. 2. The 
channel coding for information is shown in figure C.2.2. This measurement channel is not currently used in the present 
document but can be used for future requirements. 



Table C.2.2. 1 : UL reference measurement channel (64 kbps) 



Parameter 


Level 


Unit 


Information bit rate 


64 


kbps 


DPDCH 


240 


kbps 


DPCCH 


15 


kbps 


DPCCH Slot Format #1 







DPCCH/DPDCH 


-9,54 


6B 


TFCI 


On 




Repetition 


18 


% 



Table C.2.2.2: UL reference measurement channel, transport channel parameters (64 kbps) 



Parameter 


DTCH 


DCCH 


Transport Channel Number 


1 


2 


Transport Block Size 


1 280 


100 


Transport Block Set Size 


1 280 


100 


Transmission Time Interval 


20 ms 


40 ms 


Type of Error Protection 


Turbo Coding 


Convolution Coding 


Coding Rate 


1/3 


1/3 


Rate Matching attribute 


256 


256 


Size of CRC 


16 


12 
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Figure C.2.2 (Informative): Channel coding of UL reference measurement channel (64 kbps) 



C.2.3 UL reference measurement channel (144 kbps) 

The parameters for the 144 kbps UL reference measurement channel are specified in table C.2.3. 1 and table C.2.3. 2. 
The channel coding for information is shown in figure C.2.3. This measurement channel is not currently used in the 
present document but can be used for future requirements. 

Table C.2.3. 1 : UL reference measurement channel (144 kbps) 



Parameter 


Level 


Unit 


Information bit rate 


144 


kbps 


DPDCH 


480 


kbps 


DPCCH 


15 


kbps 


DPCCH Slot Format #1 







DPCCH/DPDCH power ratio 


-11,48 


dB 


TFCI 


On 




Repetition 


8 


% 


:^.2.3.2: UL reference measurement channel, transport channel parameters (144 


Parameters 


DTCH 


DCCH 


Transport Channel Number 


1 


2 


Transport Block Size 


2 880 


100 


Transport Block Set Size 


2 880 


100 


Transmission Time Interval 


20 ms 


40 ms 


Type of Error Protection 


Turbo Coding 


Convolution Coding 


Coding Rate 


1/3 


1/3 


Rate l\/latching attribute 


256 


256 


Size of CRC 


16 


12 
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Figure C.2.3 (Informative): Channel coding of UL reference measurement channel (144 kbps) 

C.2.4 UL reference measurement channel (384 kbps) 

The parameters for the 384 kbps UL reference measurement channel are specified in table C.2.4. 1 and table C.2.4. 2. 
The channel coding for information is shown in figure C.2.4. This measurement channel is not currently used in the 
present document but can be used for future requirements. 

Table C.2.4.1 : UL reference measurement channel (384 kbps) 



Parameter 


Level 


Unit 


Information bit rate 


384 


l<bps 


DPDCH 


960 


l<bps 


DPCCH 


15 


l<bps 


DPCCH/DPDCH power ratio 


-11,48 


dB 


TFCI 


On 




Puncturing 


18 


% 


Z.2A.2: UL reference measurement channel, transport channel parameters (38A 


Parameter 


DTCH 


DCCH 


Transport Ctiannel Number 


1 


2 


Transport Blocl< Size 


3 840 


100 


Transport Blocl< Set Size 


3 840 


100 


Transmission Time Interval 


10 ms 


40 ms 


Type of Error Protection 


Turbo Coding 


Convolution Coding 


Coding Rate 


1/3 


1/3 


Rate l\/latching attribute 


256 


256 


Size of CRC 


16 


12 
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Figure C.2.4 (informative): Channel coding of UL reference measurement channel (384 kbps) 

C.2.5 UL reference measurement channel (768 kbps) 

The parameters for the UL measurement channel for 768 kbps are specified in table C.2.5. 1 and table C.2.5. 2. 
Table C.2.5. 1 : UL reference measurement channel, physical parameters (768 kbps) 



Parameter 


Level 


Unit 


Information bit rate 


2*384 


kbps 


DPDCHi 


960 


kbps 


DPDCH2 


960 


kbps 


DPCCH 


15 


kbps 


DPCCH/DPDCH power ratio 


-11.48 


dB 


TFCI 


On 




Puncturing 


18 


% 


:^.2.5.2: UL reference measurement channel, transport channel parameters (76£ 


Parameter 


DTCH 


DCCH 


Transport Channel Number 


1 


2 


Transport Block Size 


3 840 


100 


Transport Block Set Size 


7 680 


100 


Transmission Time Interval 


10 ms 


40 ms 


Type of Error Protection 


Turbo Coding 


Convolution Coding 


Coding Rate 


1/3 


1/3 


Rate Matching attribute 


256 


256 


Size of CRC 


16 


12 
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C.3 DL reference measurement channel 

C.3.1 DL reference measurement channel (12.2 kbps) 

The parameters for the 12,2 kbps DL reference measurement channel are specified in table C.3.1 and table C.3.2. The 
channel coding is detailed in figure C.3.1. 

Table C.3.1 : DL reference measurement channel (12.2 kbps) 



Parameter 


Level 


Unit 


Information bit rate 


12.2 


kbps 


DPCH 


30 


ksps 


Slot Format #i 


11 




TFCI 


On 




Power offsets P01 , P02 and P03 





dB 


Puncturing 


14.7 


% 


C.3.2: DL reference measurement channel, transport channel parameters (12.2 


Parameter 


DTCH 


DCCH 


Transport Channel Number 


1 


2 


Transport Block Size 


244 


100 


Transport Block Set Size 


244 


100 


Transmission Time Interval 


20 ms 


40 ms 


Type of Error Protection 


Convolution Coding 


Convolution Coding 


Coding Rate 


1/3 


1/3 


Rate Matching attribute 


256 


256 


Size of CRC 


16 


12 


Position of TrCH in radio frame 


fixed 


fixed 
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Taii bit discard 
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Figure C.3.1 (informative): Channel coding of DL reference measurement channel (12,2 kbps) 



ETSI 



3GPP TS 34.1 21 version 3.6.0 Release 1 999 1 32 ETSI TS 1 34 1 21 V3.6.0 (2001 -09) 

C.3.2 DL reference measurement channel (64 kbps) 

The parameters for the DL reference measurement channel for 64 kbps are specified in table C.3.3 and table C.3.4. The 
channel coding is detailed in figure C.3.2. 



Table C.3.3: DL reference measurement channel (64 kbps) 



Parameter 


Level 


Unit 


Information bit rate 


64 


kbps 


DPCH 


120 


ksps 


Slot Format #1 


13 




TFCI 


On 




Power offsets P01 , P02 and P03 





dB 


Repetition 


2.9 


% 



Table C.3.4: DL reference measurement channel, transport channel parameters (64 kbps) 



Parameter 


DTCH 


DCCH 


Transport Channel Number 


1 


2 


Transport Block Size 


1 280 


100 


Transport Block Set Size 


1 280 


100 


Transmission Time Interval 


20 ms 


40 ms 


Type of Error Protection 


Turbo Coding 


Convolution Coding 


Coding Rate 


1/3 


1/3 


Rate Matching attribute 


256 


256 


Size of CRC 


16 


12 


Position of TrCH in radio frame 


fixed 


fixed 
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Figure C.3.2 (informative): Channel coding of DL reference measurement channel (64 kbps) 
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C.3.3 DL reference measurement channel (144 kbps) 

The parameters for the DL reference measurement channel for 144 kbps are specified in table C.3.5 and table C.3.6. 
The channel coding is detailed in figure C.3.3. 



Table C.3.5: DL reference measurement channel (144kbps) 



Parameter 


Level 


Unit 


Information bit rate 


144 


kbps 


DPCH 


240 


ksps 


Slot Format #1 


14 




TFCI 


On 




Power offsets P01 , P02 and P03 





dB 


Puncturing 


2.7 


% 


C.3.6: DL reference measurement channel, transport channel parameters (144 


Parameter 


DTCH 


DCCH 


Transport Channel Number 


1 


2 


Transport Block Size 


2 880 


100 


Transport Block Set Size 


2 880 


100 


Transmission Time Interval 


20 ms 


40 ms 


Type of Error Protection 


Turbo Coding 


Convolution Coding 


Coding Rate 


1/3 


1/3 


Rate Matching attribute 


256 


256 


Size of CRC 


16 


12 


Position of TrCH in radio frame 


fixed 


fixed 
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Figure C.3.3 (informative): Channel coding of DL reference measurement channel (144 kbps) 
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C.3.4 DL reference measurement channel (384 kbps) 

The parameters for the DL reference measurement channel for 384 kbps are specified in table C.3.4. 1 and table C. 3.4.2. 
The channel coding is shown for information in figure C3.4. 

Table C.3.4.1 : DL reference measurement channel, physical parameters (384 kbps) 



Parameter 


Level 


Unit 


Information bit rate 


384 


kbps 


DPCH 


480 


ksps 


Slot Format #i 


15 




TFCI 


On 




Power offsets P01 , P02 and P03 





dB 


Puncturing 


22 


% 



Table C.3.4.2: DL reference measurement channel, transport channel parameters (384 kbps) 



Parameter 


DTCH 


DCCH 


Transport Channel Number 


1 


2 


Transport Block Size 


3 840 


100 


Transport Block Set Size 


3 840 


100 


Transmission Time Interval 


10 ms 


40 ms 


Type of Error Protection 


Turbo Coding 


Convolution Coding 


Coding Rate 


1/3 


1/3 


Rate Matching attribute 


256 


256 


Size of CRC 


16 


12 


Position of TrCH in radio frame 


fixed 


Fixed 
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Figure C.3.4 (informative): Channel coding of DL reference measurement channel (384 kbps) 
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C.4 Reference measurement channel for BTFD 
performance requirements 

C.4.1 UL reference measurement channel for BTFD performance 
requirements 

The parameters for UL reference measurement channel for BTFD are specified in table C.4.1, table C.4.2 and 
table C.4.2.A. 



Table C.4.1 : UL reference measurement channel physical parameters for BTFD 



Parameter 


Level 


Unit 


Information bit rate 


Ratel 


Rate2 


Rate3 


Rate4 


Rate5 


Rate6 


Rate? 


Rate8 


Rate9 


kbps 




12.8k 


10.8k 


8.55 


8.0k 


7.3k 


6.5k 


5.75k 


5.35k 


2.55k 




DPCCH 


15 


kbps 


DPCCH Slot Format #1 







DPCCH/DPDCH power ratio 


-5.46 1 -5.46 1 -5.46 | -5.46 | -5.46 | -2.69 | -2.69 | -2.69 | -2.69 


dB 


TFCI 


On 





Table C.4.2: UL reference measurement channel, transport channel parameters for BTFD 



Parameters 


DTCH 


DCCH 




Ratel 1 Rate2 | Rate3 | Rate4 | RateS | Rate6 | Rate? | RateS | Rate9 




Transport Channel Number 


1 


2 


Transport Block Size 


256 


216 


171 


160 


146 


130 


115 


107 


51 


100 


Transport Block Set Size 


256 


216 


171 


160 


146 


130 


115 


107 


51 


100 


Transmission Time Interval 


20 ms 


40 ms 


Type of Error Protection 


Convolution Coding 


Convolution 
Coding 


Coding Rate 


1/3 


1/3 


Rate Matching Attribute 


256 


256 


Size of ORG 





12 



Table C.4.2.A: Physical channel parameters 



IVlin spreading factor 


64 


IVlax number of DPDCH data bits/radio frame 


600 


Puncturing Limit 


1 
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C.4.2 DL reference measurement channel for BTFD performance 
requirements 

The parameters for DL reference measurement channel for BTFD are specified in table C.4.3 and table C.4.4. The 
channel coding for information is shown in figures C.4.1, C.4.2, and C.4.3. 

Table C.4.3: DL reference measurement channel physical parameters for BTFD 



Parameter 


Rate 1 


Rate 2 


Rate 3 


Unit 


Information bit rate 


12,2 


7,95 


1,95 


kbps 


DPCH 


30 


ksps 


Slot Format #i 


8 




TFCI 


Off 




Power offsets P01 , P02 and P03 





dB 


Repetition 


5 


% 



Table C.4.4: DL reference measurement channel, transport channel parameters for BTFD 



Parameter 


DTCH 


DCCH 




Rate 1 


Rate 2 


Rate 3 




Transport Channel Number 


1 


2 


Transport Block Size 


244 


159 


39 


100 


Transport Block Set Size 


244 


159 


39 


100 


Transmission Time Interval 


20 ms 


40 ms 


Type of Error Protection 


Convolution Coding 


Convolution Coding 


Coding Rate 


1/3 


1/3 


Rate IVIatching attribute 


256 


256 


Size of CRC 


12 


12 


Position of TrCH in radio frame 


fixed 


fixed 



Information data 
CRC detection 
Taii bit discard 
Viterbi decoding R=l/3 
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FigureC.4.1 (informative): Channel coding of DL reference measurement channel for BTFD (Rate 1) 
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Figure C.4.2 (informative): Channel coding of DL reference measurement channel for BTFD (Rate 2) 
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Figure C.4.3 (informative): Channel coding of DL reference measurement channel for BTFD (Rate 3) 
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C.5 DL reference compressed mode parameters 

Parameters described in table C.5.1 are used in some test specified in TS 25.101 while parameters described in 
table C.5.2 are used in some tests specified in TS 25.133. 

Set 1 parameters in table C.5.1 are applicable when compressed mode by spreading factor reduction is used in 
downlink. Set 2 parameters in table C.5.1 are applicable when compressed mode by puncturing is used in downlink. 



Table C.5.1 : Compressed mode reference pattern 1 parameters 



Parameter 


Setl 


Set 2 


Note 


TGSN (Transmission Gap Starting Slot Number) 


11 


11 




TGL1 (Transmission Gap Length 1) 


7 


7 




TGL2 (Transmission Gap Length 2) 






Only one gap in use. 


TGD (Transmission Gap Distance) 








Only one gap in use. 


TGPL1 (Transmission Gap Pattern Length) 


2 


4 




TGPL2 (Transmission Gap Pattern Length) 






Only one pattern in use. 


TGPRG (Transmission Gap Pattern Repetition 
Count) 


NA 


NA 


Defined by higher layers 


TGCFN (Transmission Gap Connection Frame 

Number): 


NA 


NA 


Defined by higher layers 


UI_/DL compressed mode selection 


DL& UL 


DL&UL 


2 configurations possible 
DL &UL/DL 


UL compressed mode method 


SF/2 


SF/2 




DL compressed mode method 


SF/2 


Puncturing 




Downlink frame type and Slot format 


11B 


11A 




Scrambling code change 


No 


No 




RPP (Recovery period power control mode) 










ITP (Initial transmission power control mode) 











Table C.5.2: Compressed mode reference pattern 2 parameters 



Parameter 


Set 1 


Set 2 


Note 


TGSN (Transmission Gap Starting Slot Number) 


4 


4 




TGL1 (Transmission Gap Length 1) 


7 


7 




TGL2 (Transmission Gap Length 2) 






Only one gap in use. 


TGD (Transmission Gap Distance) 










TGPL1 (Transmission Gap Pattern Length) 


3 


12 




TGPL2 (Transmission Gap Pattern Length) 






Only one pattern in use. 


TGPRC (Transmission Gap Pattern Repetition 

Count) 


NA 


NA 


Defined by higher layers 


TGCFN (Transmission Gap Connection Frame 

Number): 


NA 


NA 


Defined by higher layers 


UL/DL compressed mode selection 


DL& UL 


DL&UL 


2 configurations possible. 
DL& UL/DL 


UL compressed mode method 


SF/2 


SF/2 




DL compressed mode method 


SF/2 


SF/2 




Downlink frame type and Slot format 


11B 


11B 




Scrambling code change 


No 


No 




RPP (Recovery period power control mode) 










ITP (Initial transmission power control mode) 











ETSI 



3GPP TS 34.121 version 3.6.0 Release 1999 



139 



ETSI TS 134 121 V3.6.0 (2001-09) 



Annex D (normative): 
Propagation Conditions 

D.1 General 



D.2 Propagation Conditions 
D.2.1 Static propagation condition 

The propagation for the static performance measurement is an Additive White Gaussian Noise (AWGN) envirormient. 
No fading and multi-paths exist for this propagation model. 

D.2. 2 Multi-patli fading propagation conditions 

Table D.2. 2.1 shows propagation conditions that are used for the performance measurements in multi-path fading 
environment. All taps have classical Doppler spectrum. 



Table D.2.2.1 : Propagation conditions for multi-patli fading environments 



Case 1 , 


Case 2, 


Case 3, 


Case 4, 


* Case 5, 


Case 6, 


speed 3km/h 


speed 3 km/h 


speed 120 km/h 


speed 3 km/h 


speed 50 km/h 


speed 250 km/h 


Relative 


Average 


Relative 


Average 


Relative 


Average 


Relative 


Average 


Relative 


Average 


Relative 


Average 


Delay 


Power 


Delay 


Power 


Delay 


Power 


Delay 


Power 


Delay 


Power 


Delay 


Power 


[ns] 


[dB] 


[ns] 


[dB] 


[ns] 


[dB] 


[ns] 


[dB] 


[ns] 


[dB] 


[ns] 


[dB] 






































976 


-10 


976 





260 


-3 


976 





976 


-10 


260 


-3 






20000 





521 


-6 










521 


-6 










781 


-9 










781 


-9 



NOTE: Case 5 is only used in Requirements for support of RRM. 



D.2. 3 IVIoving propagation conditions 

The dynamic propagation conditions for the test of the baseband performance are non fading channel models with two 
taps. The moving propagation condition has two taps, one static, PathO, and one moving, Pathl. The time difference 
between the two paths is according Equation D.2.3.1. The taps have equal strengths and equal phases. 







A X 










M 




► 




► 



Figure D.2.3.1 : The moving propagation conditions 

At = B + -{i + sin(A<y t)) Equation D.2.3.1 
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D.2.4 Birth-Death propagation conditions 

The dynamic propagation conditions for the test of the baseband performance is a non fading propagation channel with 
two taps. The moving propagation condition has two taps, Pathl and Path2 while alternate between 'birth' and 'death'. 
The positions the paths appear are randomly selected with an equal probability rate and are shown in figure D.2.4. 1 . 




Figure D.2.4.1 : Birth death propagation sequence 



NOTEl: Two paths, Pathl and Path2 are randomly selected from the group [-5, -4, -3, -2, -1, 0, 1, 2, 3, 4, 5] |J,s. 
The paths have equal strengths and equal phases. 

NOTE 2: After 191 ms, Pathl vanishes and reappears immediately at a new location randomly selected from the 
group [-5, -4, -3, -2, -1, 0, 1,2, 3, 4, 5] )J.s but excludes the point Path2. 

NOTE 3: After additional 191 ms, Path2 vanishes and reappears immediately at a new location randomly selected 
from the group [-5, -4, -3, -2, -1, 0, 1, 2, 3, 4, 5] |J.s but excludes the point Pathl. 

NOTE 4: The sequence in 2) and 3) is repeated. 
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Annex E (normative): 
Downlink Physical Channels 

E.1 General 

This normative annex specifies the downlink physical channels that are needed for setting a connection and channels 
that are needed during a connection. 



E.2 Connection Set-up 

Table E.2.1 describes the downUnk Physical Channels that are required for cormection set up. 

Table E.2.1: Downlink Physical Channels required for connection set-up 

Physical Channel 

CPICH 

P-CCPCH 

SCH 

S-CCPCH 

PICH 

AlCH 

DPCH 



E.2.1 Measurement without dedicated connection 

Table E.2. 2 describes the downlink Physical Channels that are required for measurement before cormection. This is 
apphcable for the clauses 5.4.1 and 5.5.2. 

Table E.2.2: Downlink Physical Channels transmitted without dedicated connection 



Physical Channel 


Power 


lor 


Test dependent power 


CPICH 


CPICH_Ec/lor =-3,3dB 


P-CCPCH 


P-CCPCH_Ec / lor = -5,3 dB 


SCH 


SCH_Ec / lor = -5,3 dB 


PICH 


PlCH_Ec / lor = -8,3 dB 


S-CCPCH 


S-CCPCH_Ec / lor = -1 0,3 dB 



E.3 During connection 

The following clauses describe the downlink Physical Channels that are transmitted during a cormection i.e., when 
measurements are done. For these measurements the offset between DPCH and SCH shall be zero chips at base station 
meaning that SCH is overlapping with the first symbols in DPCH in the beginning of DPCH slot structure. 

E.3.1 Measurement of Tx Characteristics 

Table E.3.1 is applicable for measurements on the Transmitter Characteristics (clause 5) with the exception of 
clauses 5.3, 5.4.1, 5.4.4 and 5.5.2. 

NOTE: Applicability to clause 5.7 (Power setting in uplink compressed mode) is FFS. 
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Table E.3.1 : Downlink Physical Channels transmitted during a connection 



Physical Channel 


Power 


lor 


-93 dBm / 3,84MHz 


CPICH 


CPICH Ec/DPCH Ec =7dB 


P-CCPCH 


P-CCPCH Ec/DPCH Ec = 5 dB 


SCH 


SCH Ec/DPCH Ec = 5 dB 


RICH 


PICH Ec/DPCH Ec = 2 dB 


DPCH 


-103,3 dBm /3,84MHz 



E.3.2 Measurement of Rx Characteristics 

Table E.3.2 is applicable for measurements on the Receiver Characteristics (clause 6) with the exception of clauses 6.3 
and 6.8. 



Table E.3.2: Downlink Physical Channels transmitted during a connection 



Physical Channel 


Power 


CPICH 


CPICH Ec/DPCH Ec 


= 7dB 


P-CCPCH 


P-CCPCH Ec/DPCH Ec 


= 5dB 


SCH 


SCH Ec/DPCH Ec 


= 5dB 


PICH 


PICH Ec/DPCH Ec 


= 2dB 


DPCH 


Test dependent power 



E.3.3 IVIeasurement of Performance requirements 

Table E.3.3 is applicable for measurements on the Performance requirements (clause 7), including clauses 6.3 and 5.4.4, 
excluding clauses 7.6.1 and 7.6.2. 
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Table E.3.3: Downlink Physical Channels transmitted during a connection 



Physical Channel 


Power 


Note 


P-CPICH 


P-CPICH_Ec/lor =-10dB 


Use of P-CPICH or S-CPICH as 
phase reference is specified for 
each requirement and is also set by 
higher layer signalling. 


S-CPICH 


S-CPICH_Ec/ior =-10dB 


When S-CPICH is the phase 

reference in a test condition, the 

phase of S-CPICH shall be 

1 80 degrees offset from the phase 

of P-CPICH. When S-CPICH is not 

the phase reference, it is not 

transmitted. 


P-CCPCH 


P-CCPCH Ec/lor =-12dB 




SCH 


SCH_Ec/lor =-12dB 


This power shall be divided equally 
between Primary and Secondary 
Synchronous channels 


PICH 


PICH Ec/lor =-15dB 




DPCH 


Test dependent power 


When S-CPICH is the phase 
reference in a test condition, the 
phase of DPCH shall be 
1 80 degrees offset from the phase 

of 

P-CPICH. 


OCNS 


Necessary power so that total 
transmit power spectral density 
of Node B (lor) adds to one 


1 . OCNS interference consists of 

1 6 dedicated data channels. The 
channelization codes, level 
settings and timing offsets for 
data channels are chosen as 
specified in table E.3.6. 

2. All dedicated channels user data 
is uncorrelated to each other 
and the measurement channel 
during the BER/BLER 
measurement period. 


NOTE: For dynamic power correction required to compensate for tlie presence of transient 
channels, e.g. control channels, a subset of the DPCH channels may be used. 



Power levels are based on the assumption that multipath propagation conditions and noise source representing interference from other cells loc are 
turned on after the call set-up phase. 
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E.3.4 Connection with open-loop transmit diversity mode 

Table E.3.4 is applicable for measurements for clause 7.6.1. 



Table E.3.4: Downlink Physical Channels transmitted during a connection^ 



Physical Channel 


Power 


Note 


P-CPICH (antenna 1) 


P-CPICH_Eci/lor =-13dB 


1 . Total P-CPICH_Ec/lor = -1 dB 


P-CPICH (antenna 2) 


P-CPICH_Ec2/lor =-13dB 




P-CPICH (antenna 1) 


P-CPICH_Eci/lor =-13dB 


1 . Total P-CPICH_Ec/lor = -1 dB 


P-CPICH (antenna 2) 


P-CPICH_Ec2/lor =-13dB 


P-CCPCH (antenna 1) 


P-CCPCH_Eci/lor =-15dB 


1. STTD applied 

2. Total P-CCPCH_Ec/lor = -12 dB 


P-CCPCH (antenna 2) 


P-CCPCH_Ec2/lor =-15dB 


SCH (antenna 1 / 2) 


SCH_Ec/lor =-12dB 


1. TSTD applied. 

2. This power shall be divided 
equally laetween Primary and 
Secondary Synchronous channels 


PICH (antenna 1) 


PIGH_Eci/lor =-18dB 


1. STTD applied 

2. Total PICH_Ec/lor = -15 dB 


PICH (antenna 2) 


PICH_Ec2/lor =-18dB 


DPCH 


Test dependent power 


1. STTD applied 

2. Total power from both antennas 


OCNS 


Necessary power so that total 
transmit power spectral density 
of Node B (lor) adds to one 


1 . This power shall be divided 
equally between antennas 

2. OCNS interference consists of 
16 dedicated data channels. The 
channelization codes, level 
settings and timing offsets for 
data channels are chosen as 
specified in Table E.3.6. 

3. All dedicated channels user data 
is uncorrelated to each other and 
the measurement channel during 
the BER/BLER measurement 
period. 


NOTE: For dynamic power correction required to compensate for the presence of transient 
channels, e.g. control channels, a subset of the DPCH channels may be used. 



Power levels are based on the assumption that multipath propagation conditions and noise source representing interference from other cells loc are 
turned on after the call set-up phase. 
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E.3.5 Connection with closed loop transmit diversity mode 

table E.3.5 is applicable for measurements for clause 7.6.2. 



Table E.3.5: Downlink Physical Channels transmitted during a connection^ 



Physical Channel 


Power 


Note 


P-CPICH (antenna 1) 


P-CPICH Ed/lor =-13dB 


1 . Total P-CPICH Ec/lor = -1 dB 


P-CPICH (antenna 2) 


P-CPICH Ec2/lor =-13dB 


P-CCPCH (antenna 1) 


P-CCPCH Ec1/lor =-15dB 


1. STTD applied 


P-CCPCH (antenna 2) 


P-CCPCH_Ec2/lor =-15dB 


1. STTD applied, total 
P-CCPCH Ec/lor = -12 dB 


SCH (antenna 1 / 2) 


SCH Ec/lor =-12dB 


1. TSTD applied 


PICH (antenna 1) 


PICH Ec1/lor =-18dB 


1. STTD applied 

2. STTD applied, total 
PICH Ec/lor = -1 5 dB 


PICH (antenna 2) 


PICH_Ec2/lor =-18dB 


DPCH 


Test dependent power 


1 . Total power from both antennas 


OCNS 


Necessary power so that total 
transmit power spectral density 
of Node B (lor) adds to one 


1 . This power shall be divided 
equally between antennas 

2. OCNS interference consists of 
1 6 dedicated data channels. 
The channelization codes, 
level settings and timing 
offsets for data channels are 
chosen as specified in Table 
E.3.6. 

3. All dedicated channels user 
data is uncorrelated to each 
other and the measurement 
channel during the BER/BLER 
measurement period. 


NOTE: For dynamic power correction required to compensate for tlie presence of transient 
channels, e.g. control channels, a subset of the DPCH channels may be used. 



Table E.3.6: DPCH Spreading Code, Timing offsets and relative level settings for OCNS signal. 



Channelization Code 


Timing offset 
(x256Tchip) 


Level setting 
(dB) 


2 


86 


-1 


11 


134 


-3 


17 


52 


-3 


23 


45 


-5 


31 


143 


-2 


38 


112 


-4 


47 


59 


-8 


55 


23 


-7 


62 


1 


-4 


69 


88 


-6 


78 


30 


-5 


85 


18 


-9 


94 


30 


-10 


113 


128 


-6 


119 


143 





125 


61 


-8 


NOTE: The DPCH Spreading Codes, Timing offsets and 
relative level settings are choosen for simulating a 
signal with realistic PAR. 



Power levels are based on the assumption that multipath propagation conditions and noise source representing interference from other cells loc are 
turned on after the call set-up phase. 
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Annex F (normative): 

General test conditions and declarations 

The requirements of this clause apply to all applicable tests in the present document. 

Many of the tests in the present document measure a parameter relative to a value that is not fully specified in the 

UE specifications. For these tests, the Minimum Requirement is determined relative to a nominal value specified by the 

manufacturer. 

When specified in a test, the manufacturer shall declare the nominal value of a parameter, or whether an option is 
supported. 

In all the relevant clauses in this clause all Bit Error Ratio (BER), Block Error Ratio (BLER), False transmit format 
Detection Ratio (FDR) measurements shall be carried out according to the general rules for statistical testing in 
clause F.6. 

F.1 Acceptable uncertainty of Test System 

The maximum acceptable uncertainty of the Test System is specified below for each test, where appropriate. The Test 
System shall enable the stimulus signals in the test case to be adjusted to within the specified range, and the equipment 
under test to be measured with an uncertainty not exceeding the specified values. All ranges and uncertainties are 
absolute values, and are valid for a confidence level of 95 %, imless otherwise stated. 

A confidence level of 95 % is the measurement uncertainty tolerance interval for a specific measurement that contains 
95 % of the performance of a population of test equipment. 

For RF tests it should be noted that the uncertainties in clause F.l apply to the Test System operating into a nominal 50 
ohm load and do not include system effects due to mismatch between the DUT and the Test System. 

F. 1 . 1 Measurement of test environments 

The measurement accuracy of the UE test environments defined in annex G, Test enviroimients shall be. 

- Pressure ±5 kPa. 

- Temperature ±2 degrees. 

- Relative Humidity ±5%. 

- DC Voltage ±1,0%. 

- AC Voltage ±1,5%. 

- Vibration 10 %. 

- Vibration frequency 0,1 Hz. 

The above values shall apply unless the test environment is otherwise controlled and the specification for the control of 
the test environment specifies the uncertainty for the parameter. 
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F.1 .2 Measurement of transmitter 



Table F.I. 2: Maximum Test System Uncertainty for transmitter tests 



Clause 


Maximum Test System Uncertainty 


Derivation of Test System 
Uncertainty 


5.2 Maximum Output Power 


±0,7 dB 




5.3 Frequency Error 


±10 Hz 




5.4.1 Open loop power control in uplink 


±1,0dB 


The uncertainty of this test is a 
combination of the downlink 
level setting error and the 
uplink power measurement 
that are uncorrelated. 

Formula = 

SQRT(source_level_error^ + 
power_meas_error^) 


R 4 ? Innpr Innn nnwpr pnntrril in thp 

O.M*.^ illlld IVJUIJ L/UVVCI LrDIILILfl III LI IC7 

uplink - One step 


HU, 1 UD IcIdLlvc; Over d 1 ,0 UD Idiigc \ 1 UD 

and dB step) 

±0,15 dB relative over a 3,0 dB range (2 dB 
step) 

±0,2 dB relative over a 4.5 dB range (3 dB 
step) 


XhiQ arr'iirapx/ iq haQpH nn thp 
1 1 no dOLfUi aXjy lo ucioc^u vji i ii \\j 

linearity of the absolute power 
measurement of the test 
equipment. 


5.4.2 Inner loop power control in the 
uplink - seven and ten steps 


±[0,3] dB relative over a 26 dB range 




5.4.3 IVIinimum Output Power 


±1,0dB 


Measured on a static signal 


5.4.4 Out-of-synchronisation handling of 
output power: DPCCH _ 


±0,4 dB 


0.1 dB uncertainty in DPCCH 
ratio 






■ 1 /I 

0.3 dB uncertainty in lor/loc 
based on power meter 
measurement after the 
combiner 

Overall error is the sum of the 
loc/lor ratio error and the 
DPCCH_Ec/lor ratio. The 
absolute error of the AWGN 
loc is not important but is 
specified as 1 .0 dB 


I iidiioiiiiL n r u vvci . ^0101110 Odoc? ) 




^^p^lQllrpH nn a Qt^^tip Qinnal 
ivic;ciouiC<J \ a. olciliL' oi^iidi 


5.5.2 Transmit ON/OFF time mask 


On power +0,7 dB - 1 ,0 dB 

\J\\ pUWcf ^UyildllllLf Odoc^ 1 DU 


Assume asymmetric meas 

orrnr -1 (1 HR / fl 7 HR 

comprising RSS of: -0.7 dB 

Hn\A/nlinU orrrtr nli ic -C\ V HR 

UUVvllllllrVUIIUI JJIUo \J. 1 uo 

meas error, and +0.7 dB for 
upper limit (assume UE won't 
go above 24 nominal). 
For the off power, the 
accuracy of a two-pass 
measurement needs to be 
analysed. 


5.6 Change of TFC: power control step 
size (7 dB step) 


±0,3 dB relative over a 9 dB range 




5.7 Power setting in uplink compressed 
mode:-UE output power 


Will be a subset of 5.4.2. 




5.8 Occupied Bandwidth 


±100 kHz 


Accuracy = ±3*RBW. Assume 
30 kHz bandwidth. 


5.9 Spectrum emission mask 


±1,5dB 




5.10 ACLR 


5 MHz offset: ± 0,8 dB 
10 MHz offset: ±0,8 dB 





ETSI 



3GPP TS 34.121 version 3.6.0 Release 1999 



148 



ETSI TS 134 121 V3.6.0 (2001-09) 



Clause 


Maximum Test System Uncertainty 


Derivation of Test System 
Uncertainty 


5.11 Spurious emissions 


± 2,0 dB for UE and coexistence bands for 
results > -60 dBm 

+ 3,0 dB for results < -60 dBm 

Outside above: 
f<2.2GHz:±1.5dB 
2.2 GHz<f <4GHz: 
±2.0 dB 

f > 4 GHz: ±4.0 dB 




5.12 Transmit Intermodulation 


±2.2 dB 


CW Interferer error Is 0.7 dB 
for the UE power RSS with 0.7 
dB for CW setting = 1 .0 dB 

Measurement error of 
Intermod product is 0.7 dB for 
UE power RSS with 0.7 dB for 
relative = 1 .0 dB 

Interferer has an effect of 2 
times on the Intermod product 
so overall test uncertainty is 
2*1.0 RSS with 1.0 = 2.2 dB. 

Apply half any excess test 
system uncertainty to increase 
the interferer level 


5.13.1 Transmit modulation: EVM 


±2.5 % 

(for single code) 




5.1 3.2 Transmit modulation: peak code 
domain error 


±1.0dB 
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F.1 .3 Measurement of receiver 



Table F.I. 3: Maximum Test System Uncertainty for receiver tests 



Clause 


Maximum Test System Uncertainty 


Derivation of Test System 
Uncertainty 


6.2 Reference sensitivity level 


±0.7dB 




6.3 maximum input level: 


±0.7dB 


The critical parameter is the 
overall signal level and not the 
-19 dB DPGH_Ec/lor ratio. 

0.7 dB absolute error due to 
signal measurement 

DPGH_Ec/lor ratio error is 
<0.1 dB but is not important so 
is ignored 


6.4 Adjacent channel selectivity 


± 1.1 dB 


Overall system uncertainty 
comprises three quantities: 

1 . Wanted signal level error 

2. Interferer signal level error 

3. Additional impact of 
interferer ACLR 

Items 1 and 2 are assumed to 
be uncorrelated so can be root 
sum squared to provide the 
ratio error of the two signals. 
Assume for simplicity this ratio 
error is linearly added to the 
interferer ACLR. 

Test System uncertainty = 
SORT (wantedjevel error^ + 
interferer level error^) + 
ACLR effect. 

The ACLR effect is calculated 
by:(Formula to follow) 

/P n API R at t\ MHt nf m HR 

gives additional error of .0765 
dB. ACLR of 48 gives error of 
-0.15 dB.) 


6.5 Blocking characteristics 


System error with f <15 MHz offset: 
± 1.4dB 

f >= 15 MHz offset and fb < 2.2 GHz: ± [1 .0] 
dB 

2.2GHz<f <4GHz: +[1.7]dB 
f >4GHz:±[3.1]dB 


Using ± 0.7 dB for signal and 
interferer as currently defined 
and 68 dB ACLR @ 10 MHz. 


6.6 Spurious Response 


f<2.2 GHz: ±1.0 dB 
2.2GHz<f<4GHz:±1.7dB 
f >4GHz:±3.1 dB 
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Clause 


Maximum Test System Uncertainty 


Derivation of Test System 
Uncertainty 


6.7 Intermodulation Characteristics 


±1.3dB 


Similar issues to 7.4 ACS test. 

ETR028 says impact f the 
closer signal Is twice that of 
the far signal. If both signals 
drop 1 dB, intermod product 
drops 2 dB. 

Formula = 


^j{2' CW _Icvcl_errorf +{mod_level_errorf 

(Using CW interferer ±0.5 dB, 
modulated interferer ±0.5 dB, 
wanted signal ±0.7 dB) 
1.3 dB! 

Broadband noise/ACLR not 
considered but may have 
impact. 


6.8 Spurious emissions 


± 3.0 dB for UE receive band (-78 dBm) 

Outside above: 

f<2.2GHz: ± 2.0 dB (-57 dBm) 

2.2 GHz<f <4GHz: 

± 2.0 dB (-47 dBm) 

f > 4 GHz: ±4.0 dB (-47 dBm) 
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F.1.4 Performance requirement 



Table F.1.4: Maximum Test System Uncertainty for Performance Requirements 



Clause 


Maximum Test System Uncertainty 


Derivation of Test System 
Uncertainty 


7.2 Demodulation in Static Propagation 
Condition 


/ // +0.3 dB 

or 1 oc 

±1 .0 dB 
DPCH „ , 

— C _un H /-ID 
iU. 1 UD 

hr 


0.1 dB uncertainty in 
DPCH_Ec ratio 

0.3 dB uncertainty in lor/loc 
based on power meter 
measurement after the 
combiner 

Overall error is the sum of the 
loc/lor ratio error and the 
DPCH_Ec/lor ratio but is not 
RSS for simplicity. The 
absolute error of the AWGN 
loc is not important for any 
tests in clause 7 but is 
specified as 1 .0 dB. 


7.3 Demodulation of DCH in multipath 
Fading Propagation conditions 


±0.56 dB 
loc ±1-0 dB 

- ^ ±0.1 dB 


Worst case gain uncertainty 
due to the fader from the 
calibrated static profile is +0.5 
dB 

In addition the same ±0.3 dB 
lor/loc ratio error as 7.2. 

These are uncorrelated so can 
be RSS. 

Overall error in lior/loc is (0.5^ 
+ 0.3V ^ = 0.6 dB 


7.4 Demodulation of DCH in Moving 
Propagation conditions 


±0.6 dB 

loc ±1-0 dB 

DPCH E^ „ , 

- ±0.1 dB 


Same as 7.3 


7.5 Demodulation of DCH in Birth-Death 
Propagation conditions 


ijl,, ±0.6 dB 
he ±1-0 dB 

DPCH E^ „ , 

- ^ ±0.1 dB 


Same as 7.3 


7.6.1 Demodulation of DCH in open loop 
Transmit diversity mode 


±0.8 dB 

^oc ±1.0dB 

DPCH E^ „ , 

- ±0.1 dB 


Worst case gain uncertainty 
due to the fader from the 
calibrated static profile is +0.5 
dB per output 

In addition the same ±0.3 dB 
lor/loc ratio error as 7.2. 

These are uncorrelated so can 
be RSS. 

Overall error in lior/loc is (0.5^ 
+ 0.5^ + 0.3^)° ^ = 0.768 dB. 
Round up toO.SdB 


7.6.2 Demodulation of DCH in closed 
loop Transmit diversity mode 


IJl,, ±0.8 dB 
loc ±1-0 dB 

DPCH E^ „ , 

- ±0.1 dB 


Same as 7.6.1 
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Clause 


Maximum Test System Uncertainty 


Derivation of Test System 
Uncertainty 


7.6.3, Demodulation of DCH in site 
selection diversity Transmission power 
control mode 


Irlhc 

^ oc 

DPCH _ 

hr 


Ec 


±0.8 dB 
±1.0dB 

±0.1 dB 


Same as 7.6.1 


7.7.1 Demodulation in inter-cell soft 
Handover 


^ or 1 he 

he 




±0.8 dB 
±1.0dB 


Same as 7.6.1 




DPCH _ 


Ec 


±0.1 dB 




7.7.2 Combining of TPC commands Test 
1 


^ or 1 he 

DPCH _ 

hr 


Ec 


±0.3 dB 
±1.0dB 

±0.1 dB 


Have two lorl and lor2, and 
no AWGN. So error is only 0.3 
dB 

Test is looking for changes in 
power - need to allow for 
relaxation in criteria for power 
step of probably 0.1 dB to 0.4 
dB 


7.7.2 Combining of TPC commands Test 


hrlhc 




±0.8 dB 


Same as 7.6.1 


2 


^ oc 




±1.0dB 






DPCH _ 


Ec 


±0.1 dB 




7.8.1 Power control in downlink constant 
BLER target 


^ or 1 ^ oc 
^ OC 




±0.6 dB 
±1.0dB 


Same as 7.3 




DPCH _ 


Ec 


±0.1 dB 




7.8.2, Power control in downlini< initial 
convergence 


^ or 1 ^ oc 
^ OC 




±0.6 dB 
±1.GdB 


Same as 7.3 




DPCH _ 

lor 


Ec 


±0.1 dB 




7.8.3, Power control in downlink: wind up 
effects 


hrlhc 

^ oc 




±0.6 dB 
±1.0dB 


Same as 7.3 




DPCH _ 

hr 


Ec 


±0.1 dB 




7.9 Downlink compressed mode 


hr 1 he 

he 




±0.6 dB 
±1.0dB 


Same as 7.3 




DPCH _ 

^or 


Ec 


±0.1 dB 




7.10 Blind transport format detection 
Tests 1 , 2, 3 


1 or 1 1 oc 

he 




±0.3 dB 
±1.0dB 


Same as 7.2 




DPCH _ 

hr 


Ec 


±0.1 dB 




7.1 Blind transport format detection 
Tests 4, 5, 6 


hrlhc 

he 




±0.6 dB 
±1.0dB 


Same as 7.3 




DPCH _ 

hr 


Ec 


±0.1 dB 
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F.1 .5 Requirements for support of RRM 

TBD 

F.2 Test Tolerances (This clause is informative) 

The Test Tolerances defined in this clause have been used to relax the Minimum Requirements in the present document 
to derive the Test Requirements. 

The Test Tolerances are derived from Test System uncertainties, regulatory requirements and criticality to system 
performance. As a result, the Test Tolerances may sometimes be set to zero. 

The test tolerances should not be modified for any reason e.g. to take account of commonly known test system errors 
(such as mismatch, cable loss, etc.). 

F.2.1 Transmitter 



Table F.2.1 : Test Tolerances for transmitter tests. 



Clause 


Test Tolerance 


5.2 Maximum Output Power 


0.7 dB 


5.3 Frequency error 


10 Hz 


5.4.1 Open loop power control in uplink 


1.0 dB 


5.4.2 Inner loop power control in the 
uplinl< - One step 


0.1 dB (1 dBandOdB step) 

0.15dB(2dBstep) 

0.2 dB (3 dB step) 


5.4.2 Inner loop power control in the 
uplink - seven and ten steps 


[0.3] dB 


5.4.3 Minimum Output Power 


1.0 dB 


5.4.4 Out-of-synchronisation handling of 
output power: DPCCH _ 


0.4 dB 


5.4.4 Out-of-synchronisation handling of 
output power: transmit ON/OFF time 


ms 


5.5.1 Transmit OFF power 


1.0 dB 


5.5.2 Transmit ON/OFF time mask 
(dynamic case) 


On power +0.7 dB / -1 .0 dB 
Off power TT [ ] dB 


5.6 Change of TFC: power control step 
size 


0.3 dB 


5.7 Power setting in uplink compressed 
mode:-UE output power 


See subset of 5.4.2 


5.8 Occupied Bandwidth 


OkHz 


5.9 Spectrum emission mask 


1.5 dB 


5.10 ACLR 


0.8 dB 


5.11 Spurious emissions 


OdB 


5.12 Transmit Intermodulation 


OdB 


5.13.1 Transmit modulation: EVM 


0% 


5.13.2 Transmit modulation: peak code 
domain error 


1.0 dB 
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F.2.2 Receiver 



Table F.2.2: Test Tolerances for receiver tests. 



Clause 


Test Tolerance 


6.2 Reference sensitivity level 


0.7 dB 


6.3 Maximum Input level: 


0.7 dB 


6.4 Adjacent channel selectivity 


OdB 


6.5 Blocking characteristics 


OdB 


6.6 Spurious Response 


OdB 


6.7 Intermodulatlon Characteristics 


OdB 


6.8 Spurious emissions 


OdB 


I Performance requirements 






Table F.2.3: Test Tolerances for Performance Requirements. 


Clause 


Test Tolerance 


7.2 Demodulation in Static Propagation 
Condition 


0.3 dB for 

U. 1 Qb TOl 


loc/lor 
UrOn 


tC/IOr 


7.3 Demodulation of DCH in multlpath 
Fading Propagation conditions 


0.6 dB for 
0.1 dB for 


loc/lor 
DPCH 


Ec/lor 


7.4 Demodulation of DCH In Moving 
Propagation conditions 


0.6 dB for 
0.1 dB for 


loc/lor 
DPCH 


Ec/lor 


7.5 Demodulation of DCH in Birth-Death 
Propagation conditions 


0.6 dB for 
0.1 dBfor 


loc/lor 
DPCH 


Ec/lor 


7.6.1 Demodulation of DCH In open loop 
Transmit diversity mode 


0.8 dB for 
0.1 dB for 


loc/lor 
DPCH 


Ec/lor 


7.6.2 Demodulation of DCH In closed 
loop Transmit diversity mode 


0.8 dB for 
0.1 dBfor 


loc/lor 
DPCH 


Ec/lor 


7.6.3, Demodulation of DCH in site 
selection diversity Transmission power 
control mode 


0.8 dB for 
0.1 dB for 


loc/lor 
DPCH. 


.Ec/lor 


7.7.1 Demodulation In Inter-cell soft 
Handover conditions 


0.8 dB for 

0.1 dBfor 


loc/lor 
DPCH 


Ec/lor 


7.7.2 Combining of IPC commands Test 
1 


0.8 dBfor 
0.1 dBfor 


loc/lor 
DPCH 


Ec/lor 


7.7.2 Combining of TPC commands Test 
8 


0.3 dB for 
0.1 dB for 


loc/lor 
DPCH 


Ec/lor 


7.8.1 Power control In downlink constant 
BLER target 


0.6 dB for 
0.1 dB for 


loc/lor 
DPCH 


Ec/lor 


7.8.2, Power control In downlink Initial 
convergence 


0.6 dB for 
0.1 dBfor 


loc/lor 
DPCH 


Ec/lor 


7.8.3, Power control In downlink: wind up 
effects 


0.6 dB for 
0.1 dB for 


loc/lor 
DPCH 


Ec/lor 


7.9 Downlink compressed mode 


0.6 dB for 

0.1 dBfor 


loc/lor 
DPCH 


Ec/lor 


7.10 Blind transport format detection 
Tests 1 , 2, 3 


0.3 dB for 
0.1 dBfor 


loc/lor 
DPCH 


Ec/lor 


7.10 Blind transport format detection 
Tests 4, 5, 6 


0.6 dBfor 
0.1 dB for 


loc/lor 
DPCH 


Ec/lor 
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F.2.4 



Requirements for support of RRM 



TBD 



F.3 



Interpretation of measurement results 



The measurement results returned by the Test System are compared - without any modification - against the Test 
Requirements as defined by the shared risk principle. 

The Shared Risk principle is defined in ETR 273-1-2 clause 6.5. 

The actual measurement uncertainty of the Test System for the measurement of each parameter shall be included in the 
test report. 

The recorded value for the Test System uncertainty shall be, for each measurement, equal to or lower than the 
appropriate figure in clause F. 1 of the present document. 

If the Test System for a test is known to have a measurement uncertainty greater than that specified in clause F.l, it is 
still permitted to use this apparatus provided that an adjustment is made value as follows. 

Any additional uncertainty in the Test System over and above that specified in clause F. 1 shall be used to tighten the 
Test Requirement - making the test harder to pass. (For some tests e.g. receiver tests, this may require modification of 
stimulus signals). This procedure will ensure that a Test System not compliant with clause F.ldoes not increase the 
chance of passing a device under test where that device would otherwise have failed the test if a Test System compliant 
with clause F.l had been used. 



F.4 Derivation of Test Requirements (This clause is informative) 



The Test Requirements in the present document have been calculated by relaxing the Minimum Requirements of the 
core specification using the Test Tolerances defined in clause F.2. When the Test Tolerance is zero, the Test 
Requirement will be the same as the Minimum Requirement. When the Test Tolerance is non-zero, the Test 
Requirements will differ from the Minimum Requirements, and the formula used for this relaxation is given in 
table F.4. 
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Table F.4.1 : Derivation of Test Requirements (Transmitter tests) 



Test 


Minimum Requirement in TS 
25.101 


Test 
Tolerance 
(TT) 


Test Requirement in TS 34.121 


5.2 Maximum Output 
Power 


Power class 1 (33 dBm) 
Tolerance = +1/-3 dB 
Power class 2 (27 dBm) 
Tolerance = +1/-3 dB 
Power class 3 (24 dBm) 
Tolerance = +1/-3 dB 
Power class 4 (21 dBm) 
Tolerance = ±2 dB 


0.7 dB 


Formula: Upper Tolerance limit + TT 
Lower Tolerance limit - TT 

For power classes 1-3: 

Upper Tolerance limit = +1 .7 dB 

Lower Tolerance limit = -3.7 dB 

For power class 4: 

Upper Tolerance limit = +2.7 dB 

Lower Tolerance limit = -2.7 dB 


5.3 Frequency Error 


The UE modulated carrier 

frequency shall be accurate to 
within ±0.1 ppm compared to the 
carrier frequency received from 

the Node B. 


10 Hz 


Formula: modulated carrier frequency 
error + TT 

modulated carrier frequency error = ±(0.1 

ppm + 10 Hz). 


5.4.1 Open loop power 
control in the uplink 


Open loop power control 
tolerance ±9 dB (Normal) 

Open loop power control 
tolerance ±12 dB (Normal) 


1.0 dB 


Formula: Upper Tolerance limit + TT 
Lower Tolerance limit - TT 

For Normal conditions: 
Upper Tolerance limit = -i-l dB 
Lower Tolerance limit = -1 dB 

For Extreme conditions: 
Upper Tolerance limit = +1 3 dB 
Lower 1 oierance iimii = - lo od 


5.4.2 Inner loop power 
control in uplink 


See table 5.4.2.1 and 5,4,2,2 


0.25dB 

0.15 dB 
0.2 dB 
[0.3 dB] 


Formula: Upper Tolerance limit + TT 
Lower Tolerance limit - TT 


5.4.3 Minimum Output 
Power 


UE minimum transmit power 
shall be less than -50 dBm 


1.0 dB 


Formula: 

UE minimum transmit power + TT 

UE minimum transmit power = -49 dBm 
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Test 


Minimum Requirement In TS 
25.101 


Test 
Tolerance 
(TT) 


Test Requirement In TS 34.121 


5.4.4 Out-of- 
synchronisation 
handling of output 
power: 


DPCCH_E^ levels 

AB: -22 dB 
BD: -28 dB 
DE: -24 dB 
EF:-18dB 

transmit ON/OFF time 
200ms 

DPDCH_E^ =-16.6dB 

loc - 60 dBm 
lor/loc = - 1 dB 


0.4 dB 
for 

DPCCH_l 

ms for 
timing 
measurem 
ent 


Formulas: 

Ratio between A and B -f TT 
Ratio between B and D - TT 
Ratio between D and E - TT 
Ratio between E and F -h TT 
transmit ON/OFF time -i- TT timing 

DPDCH^E^ =-16.6dB 

I„c -60 dBm 
lor/loc = - 1 dB 
DPCCH_E^ levels: 

AB: -21.6 dB 
BD: -28.4 dB 
DE: -24.4 dB 
EF:-17.6 dB 

transmit ON/OFF time 
200ms timing 

Uncertainty of OFF power measurement 
is handled by Transmit OFF power test 
and uncertainty of ON power 
measurement is handled by Minimum 
output power test. 


5.5.1 Transmit OFF 
power (static case) 


Transmit OFF power shall be 
less than -56 dBm 


1.0 dB 


Formula: Transmit OFF power + TT 
Transmit OFF power = -55dBm. 


5.5.2 Transmit ON/OFF 
time mask (dynamic 
case) 


Transmit ON power shall be the 
target value as defined in clause 
5.5.2.2 

Transmit OFF power shall be 
less than -56 dBm 


On power 
upper TT = 
0.7 dB 
On power 
lower TT = 
1.0 dB 

Off power 
TT [ ] dB 


Formula for transmit ON power: 
Transmit ON power target upper limit -i- 
On power upper TT 
Transmit ON power target lower limit - 
On power lower TT 

To calculate Transmit ON power target 
value range take the nominal TX power 
range from Table 5.5.2.3 then apply table 
5.4.1 .1 open limits then apply table 5.7.1 
(only if there has been a transmission 
gap) then cap the upper value using 
table 5.2.1. 

Formula for transmit OFF power: 
Transmit OFF power -i- Off power TT 

Transmit OFF power = [ ]dBm 


5.6 Change of TFC: 
power control step size 


TFC step size = -i-5 to -i-9 dB 


0.3 dB 


Formula: Upper Tolerance limit + TT 
Lower Tolerance limit - TT 

Upper limit = -4.7 dB 
Lower limit = -9.3 dB 


5.7 Power setting in 
uplink compressed 
mode 


Various 


TBD 

(Subset of 
5.4.2) 


TBD 
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Test 


Minimum Requirement In TS 
25.101 


Test 
Tolerance 
(TT) 


Test Requirement In TS 34.121 


5.8 Occupied 
Bandwidth 


The occupied channel 
bandwidth shall be less than 5 
MHz based on a chip rate of 
3.84 Mcps. 


kHz 


Formula: occupied channel bandwidth: + 
TT 

occupied channel bandwidth = 5.0 MHz 


5.9 Spectrum emission 
mask 


Minimum requirement defined in 

TS25.101 Table 6.10. 

The lower limit shall be -50 dBm 

/ 3.84 MHz or which ever is 

higher. 


1.5 dB 


Formula: Minimum requirement + TT 

Lower limit + TT 

Add 1 .5 to Minimum requirement entries 
inTS25.101 Table 6.10 
The lower limit shall be -48.5 dBm / 3.84 
MHz or which ever is higher. 


5.10 Adjacent Channel 
Leakage Power Ratio 
(ACLR) 


Power Classes 3 and 4: 

UE channel +5 MHz or -5 MHz, 

ACLR limit: 33 dB 

UE channel +10 MHz or -10 

MHz, ACLR limit: 43 dB 


0.8 dB 


Formula: ACLR limit - TT 

Power Classes 3 and 4: 

UE channel +5 MHz or -5 MHz, ACLR 

limit: 32.2 dB 

UE channel +10 MHz or -10 MHz, ACLR 
limit: 42.2 dB 


5.11 Spurious 
Emissions 






Formula: Minimum Requirement+ TT 
Add zero to all the values of Minimum 
Requirements in table 5.11.1a and 
5.11.1b. 




Frequency Band 


Minimum 
Requireme 
nt 




Frequency Band 


Minimum 
Requirement 




9kHz<f < 150 
kHz 


-36dBm 
/1kHz 


OdB 


9kHz<f < 1GHz 


-36dBm 
/1kHz 




150 kHz<f <30 
MHz 


-36dBm 
/10kHz 


OdB 


150 kHz<f <30 MHz 


-36dBm 
/10kHz 




30 MHz<f < 1000 
MHz 


-36dBm 
/100kHz 


OdB 


30 MHz<f < 1000 MHz 


-36dBm 
/100kHz 




1 GHz<f< 12.75 
GHz 


-30dBm 
/1MHz 


OdB 


1 GHz <f< 2.2 GHz 


-30dBm 
/1MHz 








dB 


2.2 GHz <f< 4 GHz 


-30dBm 
/1MHz 








OdB 


4GHz<f< 12.75 GHz 


-30dBm 
/1MHz 




1893.5 MHz<f< 
1919.6 MHz 


-41dBm 
/300kHz 


OdB 


1893.5 MHz<f< 1919.6 
MHz 


-41 dBm 
/300kHz 




925 MHz < f < 935 

MHz 


-67dBm 

/100kHz 


OdB 


925 MHz < f < 935 MHz 


-67dBm 
/100kHz 




935 MHz < f < 960 
MHz 


-79dBm 
/100kHz 


OdB 


935 MHz < f < 960 MHz 


-79dBm 
/100kHz 




1805 MHz <f < 
1880 MHz 


-71 dBm 
/100kHz 


dB 


1805 MHz <f< 1880 
MHz 


-71 dBm 
/100kHz 


5.12 Transmit 
Intermodulation 


Intermodulation Product 
5MHz -31 dBc 
10MHz -41 dBc 
CW Interferer level = -40 dBc 


OdB 


Formula: CW interferer level - TT/2 

Intermod Products limits remain 
unchanged. 










CW interferer level = -40 dBc 


5.13.1 Transmit 
modulation: EVM 


The measured EVM shall not 
exceed 1 7.5%. 


0% 


Formula: EVM limit + TT 
EVM limit = 17.5% 


5.1 3.2 Transmit 
modulation: peak code 
domain error 


The measured Peak code 
domain error shall not exceed 
-15 dB. 


1.0 dB 


Formula: Peak code domain error + TT 
Peak code domain error = -14 dB 
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Table F.4.2: Derivation of Test Requirements (Receiver tests) 



Test 


Minimum Requirement in TS 
25.101 


Test 
Tolerance 
(TT) 


Test Requirement in TS 34.121 


6.2 Reference 
sensitivity level 


lor = -106.7 dBm/3.84 MHz 
DPCH Ec = -11 7 dBm/3.84 
MHz 

BER limit = 0.001 


0.7 dB 


Formula: lor-i- TT 

DPCH_Ec -1- TT 
BER limit unchanged 

lor= -106 dBm / 3.84 MHz 
DPCH_Ec = -11 6.3 dBm /3.84 MHz 


6.3 Maximum input 
level 


-25 dBm lor 

-19dBc DPCH_Ec/lor 


0.7 dB 


Formula: lor-TT 
lor = -25.7 dBm 


6.4 Adjacent Channel 
Selectivity 


lor = -92.7 dBm/ 3.84 MHz 
DPCH Ec = -103 dBm/ 3.84 
MHz 

loac (modulated) = -52 
dBm/3.84 MHz 
BER limit = 0.001 


OdB 


Formula: lor unchanged 
DPCH_Ec unchanged 

loac - TT 
BER limit unchanged 

loac = -52 dBm/3.84 MHz 


6.5 Blocking 
Characteristics 


See Table 6.5.3 and 6.5.4. in 

TS34.121 

BER limit = 0.001 


OdB 


Formula: 

1 blocking (modulated) - TT (dBm/3.84MHz) 
1 blocking (CW) - TT (dBm) 
BER limit unchanged 


6.6 Spurious Response 


Iblocking(CW) ^4 dBm 
Fuw: 

Spurious response frequencies 
BER limit = 0.001 


OdB 


Formula: 1 blocking (CW) - TT 
Fuw unchanged 
BER limit unchanged 

Ibiocking(CW) = -44 dBm 


(dBm) 


6.7 Intermodulation 
Characteristics 


louwl (CW) -46 dBm 
louw2 (modulated) -46 dBm / 
3.84 MHz 

Fuwl (offset) 10 MHz 
Fuw2 (offset) 20 MHz 
lor = -103.7 dBm/3.84 MHz 
DPCH_Ec = -114 dBm/3.84 

BER limit = 0.001 


OdB 


Formula: lor -i- TT 
DPCH_Ec -1- TT 
louwl level unchanged 

louw2 level unchanged 
BER limit unchanged. 

lor = -11 4 dBm 
BER limit. = 0.001 


6.8 Spurious Emissions 






Formula: Maximum level + TT 

Add zero to all the values of Maximum 

Level in table 6.8.1. 




Frequency Band 


Maximum 
level 




Frequency Band 


Maximum 
level 




9kHz<f < 1GHz 


-57dBm 
/100kHz 


dB 


9kHz <f< 1GHz 


-57dBm 
/100kHz 




1GHz<f < 
12.75GHz 


-47dBm 
/1MHz 


OdB 


1GHz <f< 2.2GHz 


-47dBm 
/1MHz 








OdB 


2.2GHz <f<4GHz 


-47dBm 
/1MHz 








OdB 


4GHz<f< 12.75GHz 


-47dBm 
/1MHz 




1920MHz <f< 

1980MHz 


-60dBm 
/3.84MHz 


OdB 


1920MHz<f< 1980MHz 


-60dBm 
/3.84MHz 




21 10MHz <f< 
2170MHz 


-60dBm 
/3.84MHz 


OdB 


21 10MHz<f<21 70MHz 


-60dBm 
/3.84MHz 
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Table F.4.3: Derivation of Test Requirements (Performance tests) 



Test 


Minimum Requirement in TS 
25.101 


Test 
Tolerance 
(TT) 


Test Requirement in TS 34.121 


7.2 Demodulation of 
DPCH in static 
conditions 


DPCH_E^ -5.5 to -16.6 

Ig^ =-60dBm 
lor/loc = - 1 dB 


0.1 dB 
for 

DPCH_E^ 

0.3 dB for 
loc/lor 


Formulas: 
DPCH_E^ = ratio + TT 

lor/loc -1- ratio + TT 

unchanged 

lor/loc = -0.7 dB 

DPCH_E^ -5.4to-16.5dB: 


7.3 Demodulation of 
DPCH in multi-path 
fading propagation 
conditions 


DPCH_E, -2.2 to -15.0 

I Of. =-60dBm 
lor/loc = 9 dB to -3 dB 


0.1 dB 
for 

DPCH_E^ 

0.6 dB for 
loc/lor 


Formulas: 
DPCH_E^. = ratio + TT 

L- 

lor/loc -1- ratio -i- TT 
Igc unchanged 
lor/loc = 9.6 to -2.4 dB 
DPCH_E^ .2.1 to -14.9 dB: 

for 


7.4 Demodulation of 
DPCH in moving 
propagation conditions 


DPCH_E, -2.2 to -15.0 

Igc =-60dBm 
lor/loc = 9 dB to -3 dB 


0.1 dB 
for 

DPCH_E^ 

0.6 dB for 
loc/lor 


Formulas: 
DPCH_E^ = ratio -i-TT 

/„,. 

lor/loc -1- ratio -i- TT 

unchanged 
lor/loc = 9.6 to -2.4 dB 
DPCH_E^ .2.1 to -14.9 dB: 

for 


7.5 Demodulation of 
DPCH birth-death 
propagation conditions 


DPCH_E, -2.2 to -15.0 

Igc = - 60 dBm 
lor/loc = 9 dB to -3 dB 


0.1 dB 
for 

DPCH_E^ 

/„,. 

0.6 dB for 
loc/lor 


Formulas: 
DPCH_E^ = ratio -i-TT 

/„,. 

lor/loc + ratio + TT 
Ig^ unchanged 
lor/loc = 9.6 to -2.4 dB 
DPCH_E^ -2.1t0-14.9dB: 
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Test 


Minimum Requirement In TS 
25.101 


Test 
Tolerance 
(TT) 


Test Requirement In TS 34.121 


7.6.1 Demodulation of 
DPCH in transmit 
diversity propagation 
conditions 


DPCH_E, -2.2 to -15.0 

Igc =-60dBm 
lor/loc = 9 dB to -3 dB 


0.1 dB 
for 

DPCH_E^ 

0.8 dB for 
loc/lor 


Formulas: 
DPCH_E^ = ratio + TT 

/„,, 

lor/loc + ratio + TT 
Igf. unchanged 
lor/loc = 9.6 to -2.4 dB 

DPCH E O 1 tn 14 Q HR- 


7.6.2 Demodulation of 
DCH in closed loop 
Transmit diversity 
mode 






To be completed 


7.6.3, Demodulation of 
DCH in site selection 
diversity Transmission 
power control mode 






To be completed 


7.7.1 Demodulation in 

■ X _ II _ .Cx 1 1 1 

inter-cell soft Handover 






To be completed 


7.7.2 Combining of 
TPC commands Test 1 






To be completed 


7.7.2 Combining of 
TPC commands Test 2 






To be completed 


7.7.2 Combining of 
TPC commands Test 2 






To be completed 


7.8.1 Power control in 
downlink constant 
BLER target 






To be completed 


7.8.2, Power control in 
downlink initial 
convergence 






To be completed 


7.8.3, Power control in 
downlink: wind up 
effects 






To be completed 


7.9 Downlink 
compressed mode 






To be completed 


7.10 Blind transport 
format detection Tests 

1, 2, 3 






To be completed 


7.10 Blind transport 
format detection Tests 
4, 5, 6 






To be completed 



F.5 Acceptable uncertainty of Test Equipment (This clause is 
informative) 

This informative clause specifies the critical parameters of the components of an overall Test System (e.g. Signal 
generators, Signal Analysers etc.) which are necessary when assembling a Test System that comphes with clause F.l 
Acceptable Uncertainty of Test System. These Test Equipment parameters are fundamental to the accuracy of the 
overall Test System and are unlikely to be improved upon through System CaUbration. 
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F.5.1 Transmitter measurements 



Table F.5.1: Equipment accuracy for transmitter measurements 



Test 


Equipment accuracy 


Test conditions 


5.2 Maximum Output Power 


Not critical 


19 to 25 dBm 


5.3 Frequency error 


± 10 Hz 


to 500 Hz. 


5.4.1 Open loop power control in uplink 


Not critical 


-43.7 dBm to 25 dBm 


IIIIICl lUUU UUVVc;! UUIIIIUI III 11 IC 

uplink - single step 


xu. 1 QD reiaiive over a i .o qd range 
±0.15 dB relative over a 3.0 range 

±0.2 dB relative over a 4.5 dB range 


UOI II LU 

-50 dBm 


5.4.2 Inner loop power control in the 
uplink - seven and ten steps 


±0.3 dB relative over a 26 dB range 


+25 dBm to -50 dBm 


5.4.3 Minimum Output Power 


Not critical 




5.4.4 Out-of-synchronisation handling of 
output power: DPCCH _ 


±0.1 dB uncertainty in DPCCH_Ec/lor ratio 


Ratio from -1 6.6 dB to -28 dB 


5.5.1 Transmit ON/OFF Power: UE 
transmit OFF power 


Not critical 


-56 dBm (static power) 


5.5.2 Transmit ON/OFF Power: transmit 
ON/OFF time mask 


TBD 


-56 dBm (dynamic power over 
approx. 70 dB range) 


5.6 Change of TFC: power control step 

size 


±0.3 dB relative over a 9 dB range 


+25 dBm to -50 dBm 


5.7 Power setting in uplink compressed 
mode:-UE output power 


Subset of 5.4.2 


+25 dBm to -50 dBm 


5.8 Occupied Bandwidth 


+100 kHz 

_L. 1 r\i \£- 


For results between 4 and 6 
MHz? 


5.9 Spectrum emission mask 


Not critical 


P_Max 

Accuracy applies ± 5 dB either 
side of UE requirements 


5.10 ACLR 


5 MHz offset ± 0.8 dB 
10 MHz offset ±0.8 dB 


1 9 to 25 dBm at 5 MHz offset for 
results between 40 dB and 50 
dB. 

25 dBm at 10 MHz offset for 
results between 45 dB and 55 
qb. 


5.1 1 Spurious emissions 


Not critical 


19 to 25 dBm 


5.12 Transmit Intermodulation 


Not critical 


19 to 25 dBm 


5.13.1 Transmit modulation: EVM 


±2.5 % 

(for single code) 


25 dBm to -21 dBm 


5.13.2 Transmit modulation: peak code 
domain error 


±1 .OdB 


For readings between -10 dB to 
-20 dB. 


F.5.2 Receiver measurements 




Table F.5.2: Equipment accuracy for receiver measurements 


Clause 


Equipment accuracy 


Test conditions 


6.2 Reference sensitivity level 


Not critical 




6.3 Maximum input level: 


Not critical 




6.4 Adjacent channel selectivity 


Not critical 




6.5 Blocking characteristics 


Not critical 




6.6 Spurious Response 


Not critical 




6.7 Intermod Characteristics 


Not critical 




6.8 Spurious emissions 


Not critical 
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F.5.3 Performance measurements 

Table G.3: Equipment accuracy for performance measurements 



Clause 


Equipment accuracy 


Test conditions 


7.2 to 7.10 


DPCH „ , 

- ^ ±0.1 dB 


-2.2 to -18.9dB 



F.6 General rules for statistical testing 

[TBD] 
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Annex G (normative): 
Environmental conditions 

G.1 General 

This normative annex specifies the environmental requirements of the UE. Within these Umits the requirements of the 
present documents shall be fulfilled. 



G.2 Environmental requirements 

The requirements in this clause apply to aU types of UE(s) 

G.2.1 Temperature 

The UE shall fulfil all the requirements in the fuU temperature range of: 



Table G.2.1. 1 



+15°C to + 35°C 


for normal conditions (with relative humidity of 25 % to 75 %) 


-10°Cto + 55°C 


for extreme conditions (see lEC publications 68-2-1 and 68-2-2) 



Outside this temperature range the UE, if powered on, shall not make ineffective use of the radio frequency spectrum. 
In no case shall the UE exceed the transmitted levels as defined in TS 25.101 [1] for extreme operation. 

Some tests in the present document are performed also in extreme temperature conditions. These test conditions are 
denoted as TL (temperature low, -10*C) and TH (temperature high, h-55*C). 

G.2.2 Voltage 

The UE shall fulfil all the requirements in the fuU voltage range, i.e. the voltage range between the extreme voltages. 

The manufacturer shall declare the lower and higher extreme voltages and the approximate shutdown voltage. For the 

equipment that can be operated from one or more of the power sources listed below, the lower extreme voltage shaU not 
be higher, and the higher extreme voltage shall not be lower than that specified below. 

Table G.2.2.1 



Power source 


Lower extreme 
voltage 


Higher extreme 
voltage 


Normal conditions 
voltage 


AC mains 


0.9 * nominal 


1 .1 * nominal 


nominal 


Regulated lead acid battery 


0.9 * nominal 


1 .3 * nominal 


1.1 * nominal 


Non regulated batteries: 

Leclanche / lithium 
Mercury/nickel & cadmium 


0.85 * nominal 
0.90 * nominal 


Nominal 
Nominal 


Nominal 
Nominal 



Outside this voltage range the UE if powered on, shall not make ineffective use of the radio frequency spectrum. In no 
case shall the UE exceed the transmitted levels as defined in TS 25.101 [1] for extreme operation. In particular, the UE 
shall inhibit all RE transmissions when the power supply voltage is below the manufacturer declared shutdown voltage. 

Some tests in the present document are performed also in extreme voltage conditions. These test conditions are denoted 
as VL (lower extreme voltage) and VH (higher extreme voltage). 
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G.2.3 Vibration 

The UE shall fulfil all the requirements when vibrated at the following frequency/amplitudes: 



Table G.2.3.1 



Frequency 


ASD (Acceleration Spectral Density) random vibration 


5 Hz to 20 Hz 


0.96 m2/s3 


20 Hz to 500 Hz 


0.96 m2/s3 at 20 Hz, thereafter -3 dB / Octave 



Outside the specified frequency range the UE, if powered on, shall not make ineffective use of the radio frequency 
spectrum. In no case shall the UE exceed the transmitted levels as defined in TS 25.101 [1] for extreme operation. 

G.2.4 Specified frequency range 

The manufacturer shall declare, which of the frequency bands defined in clause 4.2 is supported by the UE. 

Some tests in the present document are performed also in low, mid and high range of the operating frequency band of 
the UE. The UARFCN's to be used for low, mid and high range are defined in TS 34.108 [3] clause 5.1.1. 
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Annex H (normative): 
UE Capabilities (FDD) 

H.1 Radio Access and RF Baseline Implementation 
Capabilities: 

NOTE 1: This clause shall be ahgned with TR 25.926, UE Radio Access Capabilities regarding FDD RF 

parameters. These RF UE Radio Access capabihties represent options in the UE, that require signalUng to 
the network. 

NOTE 2: In addition there are options in the UE that do not require any signalling. They are designated as UE 
baseUne capabihties, according to TR 21.904, Terminal Capability Requirements. 

NOTE 3: Table H.l provides the hst of UE radio access capabihty parameters and possible values. 



Table H.l : RF UE Radio Access Capabilities 





UE radio access capability parameter 


Value range 


FDD RF parameters 


UE power class 

([1] 25.101 clause 6.2.1) 


3,4 




Tx/Rx frequency separation for frequency band a) 
([1] 25.101 clause 5.3) 

Not applicable if UE is not operating in frequency 
band a) 


190 MHz, 
174.8-205.2 MHz, 
134.8-245.2 MHz 



Table H.2 provides the UE baseline implementation capabilities. 



Table H.2: UE RF Baseline Implementation Capabilities 



UE Implementation capability 


Value range 


Radio frequency bands 
([1] 25.101 clause 5.2) 


a) , 

b) . 
a+b) 



- The special conformance testing functions and the logical test interface as specified in TS 34.109 [4]. This issue 
is currently under investigation. 

- Uphnk reference measurement channel 12.2 kbps (FDD), TS 25.101 [1] clause A.2.1 

- Downlink reference measurement channel 12.2 kbps (FDD), TS 25.101 [1] clause A.3.1. 



H.2 Service Implementation Capabilities: 

- Uphnk reference measurement channel 64 kbps (FDD), TS 25.101 [1] clause A.2.2 

- Uphnk reference measurement channel 144 kbps (FDD), TS 25.101 [1] clause A.2.3 

- Uphnk reference measurement channel 384 kbps (FDD), TS 25.101 [1] clause A.2.4 

- Downlink reference measurement channel 64 kbps (FDD), TS 25.101 [1] clause A.3.2. 

- Downlink reference measurement channel 144 kbps (FDD), TS 25.101 [1] clause A.3.3. 

- Down-link reference measurement channel 384 kbps (FDD), TS 25.101 [IJ clause A.3.4. 
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Annex I: 
Void 
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Annex J (informative): 

Information about special regional application of test cases 
and requirements 

This annex provides information about special regional application of the tests specified in the core part of the present 
document. The special regional apphcation of certain test cases is typically caused by specific local regulation and 
legalisation. 



J.1 Japan 

For regulatory testing in Japan shared risk against core specification value with test tolerance of zero may be applied 
provisionally, until the time the non-zero test tolerances principle used in the present document is reflected in Japanese 
regulations, The shared risk principle described above will apply to the following requirements: 

- 5 .2 Maximum output power; 

- 5.3 Frequency error; 

- 5.4.1 Open Loop Power Control in the Uphnk; 
5.4.2 Inner Loop Power Control in the uplink; 

- 5.5.1 Transmit off power; 

- 5.10 Spectrum Emission Mask; 

- 5.13.2 Peak code domain error; 

- 6.2 Receiver Sensitivity Level; 

- 6.4 Adjacent Channel Selectivity; 

- 6.7 Intermodulation Characteristics. 

NOTE: This information should be reviewed on a regular basis to check its apphcability, as changes to regulation 
allowing usage of the non-zero test tolerances principle are expected. 
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